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• Before using your camera, read this manual carefully to ensure correct use. 

• We recommend that you take test shots to get accustomed to your camera 
before taking important photographs. 

• Please observe the safety precautions at the end of this manual. 

• The screen and camera illustrations shown in this manual were produced 
during the development stages and may differ from the actual product. 
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Gather these items (box contents) 




Digital Camera Strap LI-42B 

Lithium Ion Battery 




LI-40C USB Cable AV Cable OLYMPUS Master 2 

Battery Charger Software CD-ROM 

Items not shown: Advanced Manual (CD-ROM), Basic Manual (this manual), warranty card. 
Contents may vary depending on purchase location. 




• Pull the strap tight so that it does not come loose. 



Prepare the camera 



a. Charge the battery. 




Light Off: Charging complete 
(Charging time: Approx. 5 hours) 

# Battery comes partially charged. 

b. Insert the battery and an xD-Picture Card (optional) in the camera. 
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Prepare the camera 




' Insert the battery by 
putting in the T marked 
side first, with the © marks 
toward the battery lock 
knob. 

If you insert the battery incorrectly, 
you will not be able to remove it. Do 
not use force. Contact authorized 
distributors/service centers. 
Damage to the battery exterior 
(scratches, etc.) may produce heat 
or an explosion. 



Battery lock knob 

To remove the battery, slide the battery 
lock knob in the direction of the arrow. 



Orient the card as shown in the 
llustration and insert it straight into 
the card slot. 

Insert the card until it clicks into place. 



To remove the card, push it all the way in and 
release it slowly. Then grasp the card and 
remove. 




• You can shoot pictures with this camera even without using an optional 
xD-Picture Card™ (hereinafter referred to as "the card"). If an xD-Picture Card 
is not inserted, your pictures will be saved to the internal memory. 
For details on the card, please refer to the Advanced Manual. 
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Turn the camera on 



This explains how to turn on the camera in shooting mode, 
a. Set the mode dial to Q . 




(playback mode) 



Still picture shooting modes 



Cm 


This function allows you to shoot with the camera's automatic 




settings. 




This function reduces the blur incurred by a moving subject, or 




camera shake when taking pictures. 


SCN 


This function allows you to shoot pictures by selecting a scene 




according to the shooting condition. 


GUIDE 


This function allows you to set the target items by following the 




shooting guide displayed on the screen. 



b. Press the POWER button. 




appear. 

# To turn off the camera, press the POWER button once again. 



i 



The directions of the arrow pad {£>\7<X>) are indicated 
with ^^7<X> in this manual. 
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Set date and time 



J.l.Hli.lJ.MIJ:fffI 



ime settin 



^^^^^^ 



II [> 1 IME 

BBBE 1 [rm§, — 



Y-M-D (Year-Month-Day) 

Hour 
Minute 

Date formats (Y-M-D, M-D-Y, D-M-Y) 



I 

Exits a setting. 

a. Press the button and the ^70 button to select [Y]. 

• The first two digits of the year are fixed. 



AH Button 




'v'tj) Button 




b. Press the [>£ button. 




[>£ Button 



c. Press the AH button and the ^70 
button to select [M]. 





Y M D TIME 








2007.11. :— 


Y/v/D 






CANCEL*™) 





d. Press the [>4 button. 
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Set date and time 



e. Press the A@ button and the <\70 
button to select [D]. 



f. Press the 0^ button. 

g. Press the AH button and the ^70 
button to select the hours and minutes. 

• The time is displayed in the 24-hour format. 



h. Press the button. 

i. Press the AH button and the '\70 
button to select [Y/M/D]. 



Y M D TIME 
2007.11.28 — :— Y/M/D 



(MM 



Y M D TIME 
2007.11.26 12:30:- Y/M/D 



CANCEL'S SET»(< 





Y M D TIME 
2007.11.26 12:30 i 


Y/M/D 


I CANCEL* SEE 


SET* (OKI I 





j. After all items have been set, press the @ button. 

• For precise time setting, press the @ button as the time signal strikes 00 seconds. 




® Button 
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Select a language 



a. Press the MENU button to display the top menu. 




b. Press the [>£ button to select [SETUP], and press the 
button. 




c. Press the button and the button to select [^£=)]> and 
press the @ button. 






ENGLISH 




FRANCAIS 




DEUTSCH 




ESPANOL 


NEDERLANDS ■ 




BACK»»H 


B SET. [OKI 



d. Press the arrow pad to select a 
language, and press the ® button. 

• You can add other languages to your camera with the 
provided OLYMPUS Master software. Please refer to the 
Advanced Manual. 
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Take a picture 



a. Hold the camera. 

Horizontal grip Vertical grip 




The number of storable 
still pictures is displayed. 



The green lamp indicates the focus and 
exposure are locked. The shutter speed 
and aperture value are displayed. 

c. Shoot. 
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View pictures 



a. Set the mode dial to H- 




Prev. Picture 



c 



Erase pictures 



J 



m, iS/lOO-OOOl 



a. Press the <]A button and the [>£ button to display the picture 
that you want to erase. 

b. Press the fi*/^ button. 










YES 


NO | 




BACK»KBD f?) 


SET»[OK|| 
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Basic operation 



ABBESS 



) 



While in shooting mode, use these buttons for quick access to some of the more 
commonly used features. 



© <3j& button (Macro Mode) 

Use macro, super macro or S-macro LED mode when taking close-up pictures such 
as of a flower. 

0 /\H button (Exposure Compensation) 

Use this setting to overexpose (+) or underexpose (-) a picture. Use the arrow pad 
to select the frame with the settings you want, and press ® . 



0 0£ button (Flash Mode) 

Select from 4 flash modes - Auto, Red-eye reduction, Fill-in flash, or Flash off. 
O ^70 button (Self-timer) 

Select the self-timer to delay the shot approximately 12 seconds from when the 
shutter button is pressed. 
0 (§) button (OK/FUNC) 




Displays the function menu and sets the functions often used in shooting mode. 

Also confirms and sets your selection of menu items. 
0 MENU button (MENU) 

Press this button to display the top menu. 
© B/fl button 

Press H in shooting mode to switch to playback mode and display the last picture 
taken. 

© button 

Press !? ; in shooting mode to turn on or off Shadow Adjustment Technology. This 
function makes the subject's face appear brighter even against backlight. 
Hold down SH'I 1 ^ in shooting mode to display the guide indicating the location of 
the buttons. 
0 DISP./©/h button 

Press DISP./©/ <i repeatedly to display the composition guide lines and histogram. 
Select a menu item, and press DISP./©/<i to display an explanation of its function. 




0 
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This function allows you to switch the SCN (scene mode) according to the subject. 
O Set the mode dial to SCN 

0 Press <£^7 to select a scene mode, and press @. 





Mode Dial 
MENU button 
© button 

button 



Shooting SCN (Scene) Modes 



PORTRAIT 
LANDSCAPE 
LANDSCAPE+PORTRAIT' 
NIGHT SCENE 
NIGHT+PORTRAIT 
SPORT 
INDOOR 
CANDLE 



SELF PORTRAIT 
AVAILABLE LIGHT 
SUNSET 
FIREWORKS 
CUISINE 
BEHIND GLASS 
DOCUMENTS 
AUCTION 



SHOOT &SELECT1 
SHOOT & SELECT2 
BEACH & SNOW 
UNDERWATER SNAPSHOT 
UNDER WATER WIDE1 
UNDER WATER WIDE2 
UNDER WATER MACRO 



( ) 

fit This mode lets you shoot from as close as 20 cm/7.9 in. (when the zoom is set 
for the zoom-out angle) and as close as 30 cm/1 1 .8 in. (when the zoom is set for 
the zoom-in angle) to your subject. 

sift Use this mode to take pictures as close as 7 cm/2.8 in. to your subject. In s ft 
mode, the position of the zoom lens is fixed. If the distance between the camera 
and the subject is over 50 cm/19.7 in., the picture will be out of focus. 

stf The LED light illuminates from 7 cm/2.8 in to 20 cm/7.9 in. from the lens in super 
macro mode. Press the shutter button halfway to turn on the LED light. 

O Press <|£. 

0 Press £s\7 to select [ s %] or [&|] and press (§). 
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O Press V0. 

0 Press £i\7 to select [0 ON], and press @. 

0 Press the shutter button fully to take the picture. 

• The self-timer lamp lights for approximately 10 seconds after 
the shutter button is pressed, then starts blinking. After 
blinking for approximately 2 seconds, the picture is taken. 



Self-Timer Lamp 
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O Press 0^. 

0 Press £s\7 to select the flash mode, and press @. 

0 Press the shutter button halfway. 

• When the flash is set to fire, the J mark lights. 

O Press the shutter button completely to take the picture. 



Icon 


Flash Mode 


Description 


No 
indication 


Auto flash 


The flash fires automatically in low light or backlight 
conditions. 


<§> 


Red-eye 
reduction flash 


The red-eye reduction flash mode significantly reduces 
this phenomenon by emitting pre-flashes before firing 
the regular flash. 




Fill-in flash 


The flash fires regardless of the available light. 


© 


Flash off 


The flash does not fire. 



Power Save Feature 



To save battery power, the camera automatically enters sleep mode and stops 
operating if not used for 3 minutes in shooting mode. Press the shutter button 
or zoom button to reactivate the camera. 

If the camera is not operated for 1 5 minutes after the camera enters sleep 
mode, it automatically retracts the lens and turns off. To resume operation, turn 
on the power again. 
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Menus and settings 



C 



Q Press MENU to display the top menu. 



MENU 





Top menu in shooting mode 

I Use the arrow pad {£^7<]i>) to select menu items, and press @ to set them. 
IMAGE QUALITY 

Set the image quality of the picture you will shoot according to its intended 

purpose. 

RESET 

Return the changed shooting functions back to default settings. 

CAMERA MENU 

Adjust various shooting settings. 

SETUP 

Set the date, time, language, and operation sound, etc. 
SCN (Scene) 

Select the scene according to the subject and shooting condition when the 
SCN mode is selected. 
SILENT MODE 

Mute operational sounds that occur during shooting and playback.warning 
beeps, shutter sounds, etc. 



c 

o 



Erase All Pictures 



From the top menu of playback mode, select 
[ERASE] -> [ALL ERASE], and press @. 

Select [YES] and press @. 
• All the pictures are erased. 



J 
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Connecting the camera 



Use the AV cable provided with the camera to playback recorded images on your 
TV. Both still pictures and movies can be played back. 

© Make sure that the TV and camera are turned off. Connect the multi-connector 
on the camera to the video input terminal on the TV using the AV cable. 




Connector cover AV cable (provided) 



0 Turn the TV on and set it to the video input mode. 

• For details of switching to video input, refer to your TV's instruction manual. 

0 Set the mode dial to H. and press POWER to turn the camera on. 

• The last picture taken is displayed on the TV. Use the arrow pad to select the picture 
you want to display. 
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Using the provided USB cable, you may connect your camera directly to a 
PictBridge compatible printer to make prints. 

Q In playback mode, display the picture you want to print out on the monitor. 

0 Connect one end of the provided USB cable into the camera's multi-connector 
and the other end into the printer's USB connector. 




Connector cover USB cable 



© Press H/fi. 

• Printing starts. 

• When printing is finished, disconnect the USB cable 
from the camera with the picture selection screen 
displayed. 
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Transfer images 



a. Install the software. 



O Insert the OLYMPUS Master 2 
CD-ROM. 

0 Windows: Click the "OLYMPUS 
Master 2" button. 
Macintosh: Double-click the "Setup" 
icon. 

© Simply follow the on-screen 
instructions. 




b. Connect the camera to the computer. 



© Connect the camera and computer using the USB cable (included). 
• The monitor will turn on automatically. 



Multi-connector 




Connector cover USB cable 

© Select [PC] on the monitor, and press ®. 



• Your PC will now recognize your camera as 
a removable storage drive. 
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c. Transfer images to the computer. 



O With the camera now connected, 
open OLYMPUS Master. 

0 Click "Transfer Images" .» on 
the browse window, and then click 
"From Camera" . 

0 Simply follow the on-screen 
instructions. 



"Transfer Images" button 







Eu^aawr :iiu 

■ ■iHIUkia 

■ ■■•■■■(jHHm 


• - 

»- 





Tips 



• For more detailed information regarding camera setup and usage, please refer 
to the camera's "Advanced Manual" provided on CD-ROM. 

• For additional assistance, refer to the "Help" file in the OLYMPUS Master 
software. 
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OLYMPUS Master Software 



OLYMPUS Master Software: Use this software to download 
pictures from the camera, view, organize, retouch, e-mail and 
print your digital pictures and movies and more! 




# System Requirements 



OS 


Windows 2000 Professional/XP/Vista or Mac OS X (v10.3 or later) 


CPU 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/Duo 
1.5 GHz, or later 


RAM 


256 MB or more 


Hard Disk 


500 MB or more free space 


Connection 


USB port/IEEE 1394 port 


Monitor 


1024 x 768 pixels resolution or more with minimum 65,536 colors 
(Windows), 32,000 colors (Macintosh) (16.77 million colors or more 
recommended) 


Other 


Internet Explorer 6 or later (Windows), Safari 1 .0 or later, QuickTime 
6 or later (Macintosh) 



For the latest support information, visit the Olympus website 
(http://www.olympus.com/) 




User Registration 



Register your camera when you install OLYMPUS Master to activate your 
warranty, receive notifications of software and camera firmware updates, 
and more. 
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Specifications 



►Camera 



Product type 
Recording system 
Still pictures 

Applicable standards 

Sound with still pictures 
Movies 
Memory 

No. of pictures 
{when fully charged) 
No. of effective pixels 
Image pickup device 
Lens 

Photometric system 
Shutter speed 
Shooting range 



Monitor 

Flash charge time 

Outer connectors 
Automatic calendar system 
Water resistance 
Type 

Meaning 

Dust resistance 

Operating environment 
Temperature 

Humidity 
Power supply 

Dimensions 

Weight 



Digital camera (for recording and playback) 

Digital recording, JPEG (in accordance with Design rule 
for Camera File system (DCF)) 

Exif 2.2, Digital Print Order Format (DPOF), PRINT Image Matching III, 

PictBhdge 

Wave format 

AVI Motion JPEG 

Internal memory 

xD-Picture Card 16 MB to 2 GB (TypeH/M, Standard) 
Approx. 200 

(based on CIPA battery life measurement standards) 
7,110,000 pixels 

1/2.33" CCD (primary color filter), 7,380,000 (gross) 
Olympus lens 6.7 to 20.1 mm, f3.5 to 5.0 
(equivalent to 38 to 1 14 mm on a 35 mm camera) 
Digital ESP metering, spot metering system 
4 to 1/1000 sec. 

0.5 m (1.6 ft.) to oo (W/T) (normal) 

0.2 m (0.7 ft.) to oo (W), 0.3 m (1 .0 ft.) to oo (T) (macro mode) 
0.07 m (2.8 in.) to 0.5 m (1 .6 ft.) (W only) 
(super macro mode/S-macro LED mode) 
2.5" TFT color LCD display, 230,000 pixels 

Approx. 6 sec. (for full flash discharge at room temperature using a 
new fully charged battery) 

Multi-connector (DC-IN jack, USB connector, A/V OUT jack) 
2000 up to 2099 

Equivalent to IEC Standard publication 529 IPX8 (under OLYMPUS 
test conditions), available in 3 m (9.8 feet) deep water 
Camera can normally be used underwater at a specified water 
pressure. 

IEC Standard publication 529 IPX6 (under OLYMPUS test 
conditions) 

-10°C to 40°C (14°F to 104°F) (operation), 

-20°C to 60°C (-4°F to 140°F) (storage) 

30% to 90% (operation )/10% to 90% (storage) 

One Olympus lithium ion battery (LI-42B/LI-40B) or Olympus AC 

adapter 

93.6 mm (W) * 60.9 mm (H) * 21.3 mm (D) (3.7 * 2.4 * 0.8 in.) 

(excluding protrusions) 

136 g (4.8 oz) (excluding battery and card) 



"Shadow Adjustment Technology" function contains patented technologies from Apical 
Limited. 



apical 
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(Lithium ion battery (LI-42B) 



Product type 
Standard voltage 
Standard capacity 
Battery life 

Operating environment 
Temperature 



Dimensions 
Weight 



Lithium ion rechargeable battery 
DC 3.7 V 
740 mAh 

Approx. 300 full charges (varies on usage) 

0°C to 40°C (32°F to 104T) (charging)/ 
-10°C to 60°C (14T to 140°F) (operation)/ 
-20°C to 35°C (-4°F to 95°F) (storage) 
31.5 x 39.5 x 6 mm (1.2 x 1.5 x 0.2 in.) 
Approx. 15 g (0.5 oz) 



• Battery charger (LI-40C) 

Power requirements 



Output 

Charging time 
Operating environment 
Temperature 

Dimensions 
Weight 



AC 100 to 240 V (50 to 60 Hz) 
3.2 VA (100 V) to 5.0 VA (240 V) 
DC 4.2 V, 200 mA 
Approx. 5 hours 

0°C to 40°C (32°F to 104°F) (operation)/ 
-20°C to 60°C (-4°F to MOT) (storage) 
62 x 23 x go mm (2.4 x 0.9 x 3.5 in.) 
Approx. 65 g (2.2 oz) 



#Using in low temperatures 

Low temperature operation of the optional Olympus xD-Picture Card and lithium ion battery are 
guaranteed to 0°C (32°F). However, the following have been tested for use with this product in 
temperatures up to -10°C (14°F). 

Olympus xD-Picture Card 





16 MB 


32 MB 


64 MB 


128 MB 


256 MB 


512 MB 


1 GB 


2 GB 


Standard 


✓ 


✓ 


✓ 


✓ 


✓ 


✓ 






TypeM 










✓ 


✓ 


✓ 


✓ 


TypeH 










✓ 


✓ 


✓ 


✓ 



: Operation confirmed 



Olympus lithium Ion battery 

LI-42B 
LI-40B 

• The number of storable still pictures is reduced in low temperatures. 
Design and specifications subject to change without notice. 
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Safety precautions 



Important Information A 



WffllllfliMMrUl-lll.llJ^IIIJiA 



Water resistance: The waterproof feature is warranted* 1 to operate at depths up to 3m 
(9.8 feet) for up to one hour. The waterproof feature may be compromised if the camera 
is subject to substantial or excessive impact. 

Shock resistance: The anti-shock feature warrants* 2 the operation of the camera 
against accidental impact incurred from everyday use of your digital compact camera. 
The anti-shock feature does not unconditionally warrant all defective operation or 
cosmetic damage. Cosmetic damage, such as scratches and dents, are not covered 
under the warranty. 

As with any electronic device, proper care and maintenance are required to preserve 
the integrity and operation of your camera. To maintain camera performance, please 
take your camera to the nearest Olympus Authorized Service Center to have it 
inspected after any major impact. In the event the camera is damaged as a result of 
negligence or misuse, the warranty will not cover costs associated with the service or 
repair of your camera. For additional information on our warranty, please visit to the 
Olympus website for your local area. 

Please observe the following care instructions for your camera. 
Before Use: 



• Check the camera for foreign material including dirt, dust or sand. 

• Be sure to close the battery/card compartment cover and connector cover firmly so 
that each lock makes clicking sound. 

• Do not open the battery/card compartment cover and connector cover with wet hands, 
while under water, or in a damp or dusty environment (e.g. beach). 

After Use: 

• Be sure to wipe off any excess water or debris after using the camera under water. 

• After the camera is used under sea water, immerse the camera in a bucket containing 
fresh water for about 10 minutes (with the battery/card compartment cover and 
connector cover firmly closed). After that, dry the camera in a shade with good 
ventilation. 

• Water drops may be observed on the inner surface of the battery/card 
compartment cover or connector cover after you open each cover. If any water 
drops are found, be sure to wipe them off before using the camera. 

Notes after use 

• Any foreign material may be adhered to the periphery of the lens cover, after you use 
the camera in an environment containing foreign material including dirt, dust or sand, 
or when the lens cover won't move smoothly. 

If you continue to use the camera in such a condition, the lens may be damaged or the 
lens cover may become stuck, causing a failure. To avoid such a failure, wash the 
camera using the following method. 
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© Insert the battery and close the battery/card 

compartment cover and connector cover firmly 

so that each lock makes the clicking sound. 
© Fill a bucket with fresh water, immerse the 

camera in the bucket with the lens surface 

downward and shake the camera thoroughly. 
(D Press the POWER button several times in the 

water and close/open the lens cover 

repeatedly. 

© Furthermore, shake the camera further with the cover opened. 

Follow the steps © to ©, then check if the lens cover moves smoothly. 

If the lens cover does not move smoothly, rinse the lens face by placing it directly under 

a strong stream of tap water and pressing the POWER button repeatedly. 

Storage and Maintenance 

• Do not leave the camera in an environment at high temperature (40°C (104°F) or 
more) or at low temperature (-10°C (14°F) or less). Failure to do so may break down 
water resistance. 

• Do not use chemicals for cleaning, rust prevention, anti-fogging, repairing, etc. 

• Failure to do so may break down water resistance. 

• Do not leave the camera in water for a long time. Failure to do so will cause damage 
to the camera's appearance and/or deteriorate water resistance. 

• In addition do not pour water over the camera directly from the water faucet. 

• In order to preserve the water resistant feature, as with any underwater housing, 
it is recommended that the waterproof packing (and seals) are replaced annually. 
For the Olympus distributors or service stations where the waterproof packing 
can be replaced, visit Olympus website for your local area. 

Closing Battery/Card Compartment Cover and Connector cover 




■ Battery/card 
compartment 
cover 




Note: The included accessories (e.g. charger) do not offer shock or water resistance. 
*1 as determined by Olympus pressure testing equipment in accordance to IEC 

Standard Publication 529 IPX8 - This means that the camera can be used normally 

under water at a specified water pressure. 
*2 This anti-shock performance is confirmed by Olympus' testing conditions in 

accordance with MIL-STD-810F, Method 516.5, Procedure IV (Transit Drop Test). 

For more details of Olympus' testing conditions, please refer to the Olympus website 

for your local area. 
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A RISK OF ELECTRIC SHOCK /| \ 

DO NOT OPEN / » \ 



CAUTION: TO REDUCE THE RISK OF ELECTRICAL SHOCK, DO NOT 
REMOVE COVER (OR BACK). NO USER-SERVICEABLE PARTS INSIDE. 
REFER SERVICING TO QUALIFIED OLYMPUS SERVICE PERSONNEL. 



A 

/j\ DANGER 

/j\ WARNING 

/f\ CAUTION 



An exclamation mark enclosed in a triangle alerts you to important operating and 
maintenance instructions in the documentation provided with the product. 



If the product is used without observing the information given under this symbol, serious 
injury or death may result. 



If the product is used without observing the information given under this symbol, injury or 
death may result. 



If the product is used without observing the information given under this symbol, minor 
personal injury, damage to the equipment, or loss of valuable data may result. 



WARNING! 

TO AVOID THE RISK OF FIRE OR ELECTRICAL SHOCK, NEVER DISASSEMBLE, EXPOSE THIS PRODUCT 
TO WATER OR OPERATE IN A HIGH HUMIDITY ENVIRONMENT. 



Read All Instructions — Before you use the product, read all operating 

instructions. Save all manuals and documentation for future reference. 
Cleaning — Always unplug this product from the wall outlet before cleaning. Use 

only a damp cloth for cleaning. Never use any type of liquid or aerosol cleaner, 

or any type of organic solvent to clean this product. 
Attachments — For your safety, and to avoid damaging the product, use only 

accessories recommended by Olympus. 
Water and Moisture — For precautions on products with weatherproof designs, 

read the weatherproofing sections. 
Location — To avoid damage to the product, mount the product securely on a 

stable tripod, stand, or bracket. 
Power Source — Connect this product only to the power source described on the 

product label. 

Lightning — If a lightning storm occurs while using an AC adapter, remove it from 

the wall outlet immediately. 
Foreign Objects — To avoid personal injury, never insert a metal object into the 

product. 

Heat — Never use or store this product near any heat source such as a radiator, 
heat register, stove, or any type of equipment or appliance that generates heat, 
including stereo amplifiers. 
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A WARNING 

# Do not use the camera near flammable or explosive gases. 

# Do not use the flash and LED on people (Infants, small children, etc.) 
at close range. 

• You must be at least 1 m (3 ft.) away from the faces of your subjects. Firing the 
flash too close to the subject's eyes could cause a momentary loss of vision. 

# Keep young children and Infants away from the camera. 

• Always use and store the camera out of the reach of young children and infants 
to prevent the following dangerous situations which could cause serious injury: 

• Becoming entangled in the camera strap, causing strangulation. 

• Accidentally swallowing the battery, cards or other small parts. 

• Accidentally firing the flash into their own eyes or those of another child. 

• Accidentally being injured by the moving parts of the camera. 

# Do not look at the sun or strong lights with the camera. 

# Do not use or store the camera in dusty or humid places. 
0 Do not cover the flash with a hand while firing. 

A CAUTION 

# Stop using the camera immediately if you notice any unusual odors, 
noise, or smoke around it. 

• Never remove the batteries with bare hands, which may cause a fire or burn your 
hands. 

# Do not leave the camera in places where it may be subject to 
extremely high temperatures. 

• Doing so may cause parts to deteriorate and, in some circumstances, cause the 
camera to catch fire. Do not use the charger or AC adapter if it is covered (such 
as a blanket). This could cause overheating, resulting in fire. 

# Handle the camera with care to avoid getting a low-temperature 
burn. 

• When the camera contains metal parts, overheating can result in a low- 
temperature burn. Pay attention to the following: 

• When used for a long period, the camera will get hot. If you hold on to the 
camera in this state, a low-temperature burn may be caused. 

• In places subject to extremely cold temperatures, the temperature of the 
camera's body may be lower than the environmental temperature. If possible, 
wear gloves when handling the camera in cold temperatures. 

# Be careful with the strap. 

• Be careful with the strap when you carry the camera. It could easily catch on stray 
objects - and cause serious damage. 

# Do not touch the metallic parts of the camera for a long period of 
time at low temperatures. 

• This may damage your skin. At low temperatures, handle the camera while 
wearing gloves. 
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Battery Handling Precaution 



ZD 



Follow these important guidelines to prevent batteries from leaking, 
overheating, burning, exploding, or causing electrical shocks or burns. 



A DANGER 

• The camera uses a lithium ion battery specified by Olympus. Charge the battery 
with the specified charger. Do not use any other chargers. 

• Never heat or incinerate batteries. 

• Take precautions when carrying or storing batteries to prevent them from 
coming into contact with any metal objects such as jewelry, pins, fasteners, etc. 

• Never store batteries where they will be exposed to direct sunlight, or subjected 
to high temperatures in a hot vehicle, near a heat source, etc. 

• To prevent causing battery leaks or damaging their terminals, carefully follow all 
instructions regarding the use of batteries. Never attempt to disassemble a 
battery or modify it in any way, by soldering, etc. 

• If battery fluid gets into your eyes, flush your eyes immediately with clear, cold 
running water and seek medical attention immediately. 

• Always store batteries out of the reach of small children. If a child accidentally 
swallows a battery, seek medical attention immediately. 

A WARNING 

• Keep batteries dry at all times. 

• To prevent batteries from leaking, overheating, or causing a fire or explosion, 
use only batteries recommended for use with this product. 

• Insert the battery carefully as described in the operating instructions. 

• If rechargeable batteries have not been recharged within the specified time, 
stop charging them and do not use them. 

• Do not use a battery if it is cracked or broken. 

• If a battery leaks, becomes discolored or deformed, or becomes abnormal in 
any other way during operation, stop using the camera. 

• If a battery leaks fluid onto your clothing or skin, remove the clothing and flush 
the affected area with clean, running cold water immediately. If the fluid burns 
your skin, seek medical attention immediately. 

• Never subject batteries to strong shocks or continuous vibration. 

A CAUTION 

• Before loading, always inspect the battery carefully for leaks, discoloration, 
warping, or any other abnormality. 

• The battery may become hot during prolonged use. To avoid minor burns, do 
not remove it immediately after using the camera. 

• Always unload the battery from the camera before storing the camera for a long 
period. 
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For customers in Europe 

"CE" mark indicates that this product complies with the European requirements 
for safety, health, environment and customer protection. "CE" mark cameras 
are intended for sales in Europe. 

This symbol [crossed-out wheeled bin WEEE Annex IV] indicates separate 
collection of waste electrical and electronic equipment in the EU countries. 
Please do not throw the equipment into the domestic refuse. 
Please use the return and collection systems available in your country for the 
disposal of this product. 




Use Only Dedicated Rechargeable Battery and Battery Charger 

We strongly recommend that you use only the genuine Olympus dedicated 

rechargeable battery and battery charger with this camera. 

Using a non-genuine rechargeable battery and/or battery charger may result in fire 

or personal injury due to leakage, heating, ignition or damage to the battery. 

Olympus does not assume any liability for accidents or damage that may result 

from the use of a battery and/or battery charger that are not genuine Olympus 

accessories. 

Trademarks 

• IBM is a registered trademark of International Business Machines Corporation. 

• Microsoft and Windows are registered trademarks of Microsoft Corporation. 

• Macintosh is a trademark of Apple Inc. 

• xD-Picture Card™ is a trademark. 

• All other company and product names are registered trademarks and/or 
trademarks of their respective owners. 

• The standards for camera file systems referred to in this manual are the "Design 
Rule for Camera File System/DCF" standards stipulated by the Japan 
Electronics and Information Technology Industries Association (JEITA). 
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Provisions of warranty 

1. If this product proves to be defective, although it has been used properly (in accordance with the 
written Handling Care and Operating instructions supplied with it), during a period of two years 
from the date of purchase from an authorized Olympus distributor within the business area of 
Olympus Imaging Europa GmbH as stipulated on the website: http://www.olympus.com this 
product will be repaired, or at Olympus's option replaced, free of charge. To claim under this 
warranty the customer must take the product and this Warranty Certificate before the end of the 
two year warranty period to the dealer where the product was purchased or any other Olympus 
service station within the business area of Olympus Imaging Europa GmbH as stipulated on the 
website: http://www.olympus.com. During the one year period of the World Wide Warranty the 
customer may turn the product in at any Olympus service station. Please notice that not in all 
countries such Olympus service station exists. 

2. The customer shall transport the product to the dealer or Olympus authorized service station at his 
own risk and shall be responsible for any costs incurred in transporting the product. 

3. This warranty does not cover the following and the customer will be required to pay repair charge, 
even for defects occurring within the warranty period referred to above. 

(a) Any defect that occurs due to mishandling (such as an operation performed that is not 
mentioned in the Handling Care or other sections of the instructions, etc.) 

(b) Any defect that occurs due to repair, modification, cleaning, etc. performed by anyone other 
than Olympus or an Olympus authorized service station. 

(c) Any defect or damage that occurs due to transport, a fall, shock, etc. after purchase of the 
product. 

(d) Any defect or damage that occurs due to fire, earthquake, flood damage, thunderbolt, other 
natural disasters, environmental pollution and irregular voltage sources. 

(e) Any defect that occurs due to careless or improper storage (such as keeping the product under 
conditions of high temperature and humidity, near insect repellents such as naphthalene or 
harmful drugs, etc.), improper maintenance, etc. 

(f) Any defect that occurs due to exhausted batteries, etc. 

(g) Any defect that occurs due to sand, mud, etc. entering the inside of the product casing. 

(h) When this Warranty Certificate is not returned with the product. 

(i) When any alterations whatsoever are made to the Warranty Certificate regarding the year, 
month and date of purchase, the customer's name, the dealer's name, and the serial number. 

(j) When proof of purchase is not presented with this Warranty Certificate. 

4. This Warranty applies to the product only; the Warranty does not apply to any other accessory 
equipment, such as the case, strap, lens cap and batteries. 

5. Olympus's sole liability under this warranty shall be limited to repairing or replacing the product. 
Any liability for indirect or consequential loss or damage of any kind incurred or suffered by the 
customer due to a defect of the product, and in particular any loss or damage caused to any lenses, 
films, other equipment or accessories used with the product or for any loss resulting from a delay 
in repair or loss of data, is excluded. Compelling regulations by law remain unaffected by this. 

Notes regarding warranty maintenance 

1 . This warranty will only be valid if the Warranty Certificate is duly completed by Olympus or an 
authorized dealer or other documents contain sufficient proof. Therefore, please make sure that 
your name, the name of the dealer, the serial number and the year, month and date of purchase 
are all completed or the original invoice or the sales receipt (indicating the dealer's name, the date 
of purchase and product type) is attached to this Warranty Certificate. Olympus reserves the right 
to refuse free-of-charge service if neither Warranty Certificate is completed nor the above 
document is attached or if the information contained in it is incomplete or illegible. 

2. Since this Warranty Certificate will not be re-issued, keep it in a safe place. 

* Please refer to the list on the web site: http://www.olympus.com for the authorized international 

Olympus service network. 
Disclaimer of Warranty 

Olympus makes no representations or warranties, either expressed or implied, by or concerning any 
content of these written materials or software, and in no event shall be liable for any impelled warranty 
purchase are all completed or the original invoice or the sales receipt of merchantability or fitness for 
any particular purpose or for any consequential, incidental or indirect damages (including but not 
limited to damages for loss of business profits, business interruption and loss of business information) 
arising from the use of inability to use these written materials or software. Some states do not allow 
the exclusion or limitation of liability for consequential or incidental damages, so the above limitations 
may not apply to you. 
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• Avant d'utiliser votre appareil photo, lisez attentivement ce manuel pour 
garantir une utilisation correcte. 

• Nous vous recommandons de prendre des photos-test pour vous habituer a 
votre appareil avant de commencer a prendre de vraies photos. 

• Veillez a ce que les mesures de securite presentees a la fin de ce manuel soit 
respectees. 

• Les captures d'ecran et les illustrations de I'appareil photo presentees dans ce 
manuel ont ete realisees au cours des phases de developpement et peuvent ne 
pas correspondre au produit reel. 
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Reunissez ces elements (contenu de la boTte) 




Appareil photo numerique Courroie Batterie au lithium-ion 

LI-42B 




Chargeur de batterie Cable USB Cable AV CD-ROM comportant le 

LI-40C logiciel OLYMPUS Master 2 

Elements non representee : Manuel Avance (CD-ROM), Manuel de Base (present manuel), 
carte de garantie. Le contenu est susceptible de varier en fonction de I'endroit ou I'apparei! 
est achete. 




31 



Preparation de I'appareil photo 



a. Chargez la batterie. 




chargement en cours 

Voyant eteint : chargement termine 

(duree de chargement : environ 5 heures) 



# La batterie est livree en partie chargee. 

b. Inserez la batterie et une carte xD-Picture Card (en option) dans 
I'appareil photo. 
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Preparation de I'appareil photo 




# Inserez la batterie en 
glissant d'abord le cote 
portant I'indication T,en 
dirigeant I'indication O 
vers le bouton de 
verrouillage de la batterie. 

Si vous n'inserez pas correctement 
la batterie, vous ne pourrez plus la 
retirer. Ne forcez pas. Contactez 
votre distributeur/centre de service 
agree. 

Si vous endommagez I'exterieur de 
la batterie (en la griffant, par 
exemple), elle risque de chauffer, 
voire meme d'exploser. 

Touche de verrouillage de la batterie 
Pour retirer la batterie, faites glisser le 
bouton de verrouillage de la batterie 
dans le sens de la fleche. 



Zoned index Encoche 0 Orientez la carte comme illustre 




et inserez-la dans la fente de 
carte en la maintenant droite. 

Inserez la carte jusqu'a ce qu'elle soit 
bloquee en place. 



Pour retirer la carte, poussez-la completement 
et relachez-la lentement. Ensuite, tenez la carte 
et retirez-la. 




# Vous pouvez prendre des photos avec cet appareil meme si vous n'utilisez pas 
de xD-Picture Card™ en option (ci-apres designe "la carte"). S'il n'y a pas de 
carte xD-Picture Card inseree, vos photos seront enregistrees dans la memoire 
interne. Pour plus d'informations sur la carte, reportez-vous au Manuel Avance. 
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Allumer I'appareil photo 



Cette section indique comment allumer I'appareil photo en mode prise de 
vue. 

a. Amenez la molette mode sur Q . 




Modes de prise de photos 



a 


Cette fonction vous permet de proceder a la prise de vue a I'aide des reglages 




automatiques de I'appareil photo. 




Cette fonction reduit le flou du a un mouvement du sujet ou un bouge de 




I'appareil lors de la prise de vue. 


SCN 


Cette fonction vous permet de prendre des photos en selectionnant une scene 




adaptee aux conditions de prise de vue. 


GUIDE 


Cette fonction vous permet de definir des elements cibles en suivant les 




instructions du guide de prise de vue affiche a I'ecran. 



b. Appuyez sur la touche POWER. 



Touche POWER 





Cet ecran apparait si la date et 
I'heure ne sont pas reglees. 



Pour eteindre I'appareil photo, appuyez de nouveau sur la touche POWER. 

A 



Conseil 



Les directions de la molette de defilement (/\'v?<f][>) sont 
indiquees par /W7<][> dans ce manuel. 



i O- o 
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Reglage de la date et de I'heure 



.IJ.l.!.H.IJUJJi:IJ.IJJJ.IU.IJ.IJt-J.UJJB!HBB 



A-M-J (Annee-mois-jour) 

Heure 
Minute 

Formats de date (A-M-J, M-J-A, J-M-A) 



I 

Permet de quitter le reglage. 

a. Appuyez sur la touche et sur ' a touche ^70 pour 
selectionner [A]. 

• Les deux premiers chiffres de I'annee sont fixes. 



Touche AH 




Touche S7(i) 




b. Appuyez sur la touche [>£. 




c. Appuyez sur la touche et sur la 
touche ^0 pour selectionner [M]. 



d. Appuyez sur la touche [>4- 



A M J HEURE 
2007.fi. :— A/y/J 



35 



Reglage de la date et de I'heure 



e. Appuyez sur la touche et sur la 
touche ^0 pour selectionner [J]. 



f. Appuyez sur la touche [> 4- 

g. Appuyez sur la touche et la touche 
^\7ci) pour selectionner les heures et les 
minutes. 

• L'heure est affichee au format 24 heures. 



Appuyez sur la touche [>4 ■ 
Appuyez sur la touche /X^j et sur la 
touche ^0 pour selectionner [A/M/J]. 



A M J HEURE 
2007.11.28 — :— A/M/J 



SI 



A M J HEURE 



2007.11.26 12:30: A/M/J 



CON F* OK] 



A M J HEURE 
2007.11.26 12:30 <l A/M/J 



ANNULE»11 CONF* OKI 



j. Une fois tous les elements definis, appuyez sur la touche @. 

• Pour regler l'heure de maniere precise, appuyez sur la touche @ lorsque I'horloge atteint 
00 seconde. 




Touche ® 
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Selectionnez une langue 



a. Appuyez sur la touche MENU pour afficher le menu principal. 



MENU 




Touche MENU 



b. Appuyez sur la touche [>£ pour selectionner [REGLAGE], puis 
sur la touche @. 

[REGLAGE] 




Touche 



C0NF«[OKl 



c. Appuyez sur les touches <£b>|2 et sur la touche ^7(£) pour 
selectionner [£-£=)]. puis sur @. 




Touche 'v'cj) 





RE6LA<Bi 




0 


FORMATER I 


1 


SAUVEGARDER 




B 


mm 


. FRANC AIS 


B 


CONFIG ON 


desactive] 




THEME 


NORMAL 1 


|RET0UR»H g 


C0NF»[OK]l 





d. Appuyez sur la molette de defilement 
pour selectionner une langue, puis 
appuyez sur la touche @. 

• Vous pouvez ajouter d'autres langues a votre appareil a 
I'aide du logiciel OLYMPUS Master foumi. Consultez le 
Manuel Avance. 
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Prenez une photo 



a. Maintenez I'appareil photo. 

Tenue horizontal Tenue verticale 




b. Effectuez la mise au point. 




Le nombre de photos 
pouvant etre stockees 
s'affiche. 



Le voyant vert indique que la mise au 
point et I'exposition sont memorisees. 
Les valeurs de Vitesse d'obturation et 
d'ouverture s'affichent. 

c. Prenez la photo. 




38 



Affichage des photos 



a. Amenez la molette mode sur H- 




■Jjjjuui.minf ^ 

a. Appuyez sur la touche et sur la touche [>4 pour afficher la 
photo que vous souhaitez effacer. 

b. Appuyez sur la touche Si'-'l^. 




Touche 



c. Appuyez sur la touche pour selectionner [OUI] et appuyez 
sur la touche @ pour effacer la photo. 
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Fonctionnement de base 




En mode prise de vue, utilisez ces touches pour acceder rapidement a certaines 
des fonctions les plus frequemment utilisees. 



© Touche <]t*& (Mode Gros plan) 

Utilisez le mode Gros plan, Super gros plan ou S-macro LED pour prendre des 

photos rapprochees, d'une fleur par exemple. 
0 Touche /\H (Compensation d'exposition) 

Utilisez ce reglage pour surexposer (+) ou sous-exposer (-) une photo. Utilisez la 

molette de defilement pour selectionner le cadre avec les reglages souhaites et 

appuyez sur ®. 
0 Touche 0£ (Mode Flash) 

Selectionnez entre 4 modes de flash : Flash auto, Flash attenuant I'effet yeux 

rouges, Flash d'appoint ou Flash desactive. 
O Touche V0 (Retardateur) 

Selectionnez le retardateur pour differer la prise d'environ 12 secondes a partir du 

moment ou vous appuyez sur le declencheur. 
0 Touche (§) (OK/FUNC) 

Affiche le menu de fonctions et definit les fonctions frequemment utilisees en mode 

prise de vue. 

Valide et definit egalement votre selection d'elements de menu. 
0 Touche MENU (MENU) 

Appuyez sur cette touche pour afficher le menu principal. 
O Touche H/iQ, 

Appuyez sur H en mode prise de vue pour basculer en mode d'affichage et 
afficher la derniere photo prise. 



Appuyez sur Jjfc en mode prise de vue pour activer ou desactiver Shadow 
Adjustment Technology (technologie d'ajustement des ombres). Cette fonction 
permet de faire apparaitre le visage du sujet de maniere plus claire meme en 
contre-jour. Maintenez la touche f$i f & enfoncee en mode prise de vue pour 
afficher le guide indiquant I'emplacement des touches. 
0 Touche DISP./©/ h 

Appuyez plusieurs fois sur DISP./0/ <i pour afficher le quadrillage pour I'aide a la 
composition et I'histogramme. Selectionnez un element du menu et appuyez sur 
DISP./©/-<i pour afficher I'explication de sa fonction. 




0 




0 Touche 
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Cette fonction vous permet de changer de SCN (mode Scene) en fonction du 
sujet. 

O Amenez la molette mode sur SCN- 

0 Appuyez sur <^^7 pour selectionner un mode Scene, puis sur @. 





Molette mode 
Touche MENU 

Touche @ 
Touche /\\7 



Prise de vue - Modes SCN (Scene) 



PORTRAIT 
PAYSAGE 
PAYSG+PORTRT 
SCENE NUIT 
NUIT + PORTRAIT 
SPORT 
INTERIEUR 
BOUGIE 



AUTO PORTRAIT 
NATUREL 

COUCHER DE SOLEIL 

FEUX DARTIFICES 

CUISINE 

VITRINE 

DOCUMENTS 

ENCHERE 



PRENDRE ET CHOISIR 1 
PRENDRE ET CHOISIR 2 
PLAGE & NEIGE 
PHOTOS SOUS L'EAU 
SOUS-MARIN LARGE 1 
SOUS-MARIN LARGE 2 
SOUS-MARIN MACRO 




ft Ce mode vous permet de prendre des photos a 20 cm (lorsque le zoom est regie 

pour Tangle de zoom exterieur) et a 30 cm (lorsque le zoom est regie pour Tangle 

de zoom interieur) de votre sujet. 
s *6 Utilisez ce mode pour prendre des photos a 7 cm de votre sujet. En mode s ft, la 

position de I'objectif de zoom est fixee. Si la distance entre I'appareil photo et le 

sujet depasse 50 cm, la photo ne sera pas nette. 
stf Le faisceau lumineux eclaire de 7 cm a 20 cm de I'objectif en mode super gros 

plan. Appuyez sur le declencheur jusqu'a mi-course pour allumer le faisceau 

lumineux. 

© Appuyez sur <]ft. 

0 Appuyez sur £J\7 pour selectionner [ft], [ s %\ ou [tff ], puis appuyez sur @. 
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© Appuyez Sur ^70. Voyant du retardateur 

0 Appuyez sur £>^7 pour selectionner [0 ON], puis 
appuyez sur ©. 

0 Appuyez totalement sur le declencheur pour prendre la 
photo. 

• Le voyant du retardateur s'allume pendant 10 secondes 
environ apres avoir appuye sur le declencheur, puis commence a clignoter. La photo 
est prise apres un clignotement d'environ 2 secondes. 




© Appuyez sur 

0 Appuyez sur pour selectionner un mode flash, puis sur @ 

0 Appuyez sur le declencheur jusqu'a mi-course. 

• Lorsque le flash est regie pour se declencher, le repere 4 s'allume. 

O Appuyez totalement sur le declencheur pour prendre la photo. 



Icone 


Mode flash 


Description 


Pas 
dedication 


Flash auto 


Le flash se declenche automatiquement lorsque 
I'eclairage est faible ou a contre-jour. 


<§> 


Flash attenuant 
I'effet yeux rouges 


Le mode flash attenuant I'effet yeux rouges reduit 
considerablement ce phenomere en emettant des 
pre-eclairs avant de declencher le flash normal. 




Flash d'appoint 


Le flash se declenche quelles que soient les 
conditions d'eclairage. 




Flash desactive 


Le flash ne se declenche pas. 



Fonction d'economie d'energie 



• Pour economiser de I'energie de la batterie, I'appareil photo passe 
automatiquement en mode veille et s'arrete de fonctionner s'il n'est pas utilise 
pendant 3 minutes en mode prise de vue. Appuyez sur le declencheur ou la 
touche de zoom pour reactiver I'appareil photo. 

• Si I'appareil photo n'est pas utilise pendant 15 minutes apres etre passe en 
mode veille, I'objectif se retracte et I'appareil photo s'eteint automatiquement. 
Pour utiliser a nouveau I'appareil photo, remettez-le sous tension. 
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Menus et reglages 



( iiRiiminni 1 ^ 

O Appuyez sur MENU pour afficher le menu principal. 




QUITTED Ba tfm C0NF>[OKl 



Menu principal en mode prise de vue 

0 Utilisez la molette de defilement (£>^7<X>) pour selectionner des elements 
de menu et appuyez sur @ pour les regler. 

■ QUALITE D'IMAGE 

Definissez la qualite d'image de la photo qui sera prise en fonction de vos 
intentions. 

■ REINITIALI. 

Retablissez les reglages par defaut des fonctions de prise de vue. 

■ MENU APPAREIL 

Reglez divers parametres de prise de vue. 

■ REG LAG E 

Reglez la date, I'heure, la langue, le son de fonctionnement, etc. 

■ SCN (Scene) 

Selectionnez la scene en fonction du sujet et des conditions de prise de vue 
lorsque le mode SCN est selectionne. 

■ SILENCE 

Arretez les sons de fonctionnement pendant la prise de vue et I'affichage, les 
bips sonores d'avertissement, les sons du declencheur, etc. 



r Effacer toutes les photc 



Dans le menu principal en mode d'affichage, 
selectionnez [EFFACER] -> [TOUT EFFAC] et 
appuyez sur (§). 

Selectionnez [OUI] et appuyez sur (§). 
• Toutes les photos sont effacees. 





A ATTIMTIOi ' 


rOPT IFFAO 


^Ul 




■ NON 






|RETOUR»H B 


C0NF»(OKll 
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Connexion de I'appareil photo 



Utilisez le cable AV fourni avec I'appareil photo pour afficher des images 
enregistrees sur un televiseur. Les photos et les videos peuvent etre affichees. 
© Verifiez que le televiseur et I'appareil photo sont eteints. Raccordez le 

connecteur multiple de I'appareil photo a la borne d'entree video du televiseur 

a I'aide du cable AV. 




A brancher aux bornes d'entree 
video (jaune) et d'entree audio 
(blanc) du televiseur. 



Couvercle du connecteur Cable AV (fourni) 



0 Allumez le televiseur et mettez-le en mode entree video. 

• Pour en savoir plus sur la commutation de I'entree video, veuillez consulter le manuel 
du televiseur. 

© Mettez la molette mode sur H et appuyez sur POWER pour allumer I'appareil 
photo. 

• La derniere photo prise est affichee sur le televiseur. Utilisez la molette de defilement 
pour selectionner la photo que vous voulez afficher. 
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A I'aide du cable USB fourni, vous pouvez raccorder directement votre appareil 
photo a une imprimante compatible PictBridge pour effectuer des impressions. 
O En mode d'affichage, affichez la photo que vous voulez imprimer sur I'ecran 
ACL. 

0 Raccordez une extremite du cable USB fourni au connecteur multiple de 
I'appareil photo et I'autre extremite au connecteur USB de I'imprimante. 




Couvercle du connecteur Cable USB 



0 Appuyez sur HAS- 

• L'impression demarre. 

• Une fois l'impression terminee, deconnectez le cable 
USB de I'appareil photo une fois I'ecran de selection 
des photos affiche. 
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Transferez des images 



a. Installez le logiciel. 

O Inserezle CD-ROM OLYMPUS 
Master 2. 

0 Windows : Cliquez sur la touche 
"OLYMPUS Master 2". 
Macintosh :Double-cliquez sur 
I'icone "Setup". 

© Suivez simplement les instructions a 
l'ecran. 



Fr 



b. Connectez I'appareil photo a I'ordinateur. 



© Connectez I'appareil photo et I'ordinateur a I'aide du cable USB (fourni). 
• L'ecran ACL s'allume automatiquement. 




© Selectionnez [PC] sur l'ecran ACL et 
appuyez sur ®. 



• Votre PC reconnattra desormais votre 
appareil photo comme un disque de 
stockage amovible. 





IMPRhs&iuiN FACILE 
IMPRESSION SPECIALE 
QUITTER 

Bl C0NF«[OKl 
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c. Transferez des images vers I'ordinateur. 



L'appareil photo desormais 
connecte, ouvrez OLYMPUS 
Master. 

Cliquez sur "Transferer des 
images" vg dans la fenetre de 
recherche, puis cliquez sur 
"Depuis l'appareil" 1*5^ . 

Suivez simplement les 
instructions a I'ecran. 



Touche "Transferer des images" 
I 





• b • i » wm 


1 


S3 — E>^H^± 

lEIlUlHtlH 



Conseils 



Pour de plus amples informations sur la configuration et I'utilisation de l'appareil 

photo, consultez le Manuel Avance de l'appareil inclus sur le CD-ROM. 

Pour obtenir de I'aide, consultez le fichier d'aide du logiciel OLYMPUS Master. 
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Logiciel OLYMPUS Master 



Logiciel OLYMPUS Master : Utilisezce logiciel pour telecharger 
des images de I'appareil photo, afficher, organiser, retoucher, 
envoyer par e-mail et imprimer vos photos et videos numeriques 
et bien plus encore! 




♦Configuration systeme minimale 



SE 


Windows 2000 Professional/XP/Vista ou Mac OS X 
(v10.3 ou ulterieure) 


UC 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/Duo 
1,5 GHz, ou superieur 


RAM 


256 Mo ou plus 


Disque dur 


500 Mo ou plus d'espace libre 


Connexion 


Port USB/Port IEEE 1394 


Ecran ACL 


Resolution de 1 024 x 768 pixels ou plus avec au minimum 65 536 
couleurs (Windows), 32 000 couleurs (Macintosh) (16 770 000 de 
couleurs ou plus recommande) 


Autres 


Internet Explorer 6 ou ulterieur (Windows), Safari 1.0 ou ulterieur, 
QuickTime 6 ou ulterieur (Macintosh) 



Pour obtenir les dernieres informations de support, consultez le site Web Olympus 
(http://www.olympus.com/) 




Enregistrement utilisateur 



Enregistrez votre appareil photo lors de I'installation du logiciel OLYMPUS 
Master pour activer votre garantie, recevoir des avis de mises a jour du 
logiciel et du micrologiciel de I'appareil, et bien plus encore. 
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Caracteristiques 



#Appareil photo 

Type de produit 

Systeme d'enregistrement 
Photos 



Normes applicables 

Image fixe avec son 
Videos 
Memoire 

Nbre de photos 
(entierement chargee) 

Nbre de pixels effectifs 
Capteur d'image 
Objectif 

Systeme de mesure 
Vitesse d'obturation 
Plage de prise de vue 



Ecran ACL 

Duree de chargement du 
flash 

Connecteurs externes 
Systeme de calendrier 
automatique 
Etancheite a I'eau 
Type 

Signification : 

Etancheite a la poussiere 

Conditions de fonctionnement 
Temperature : 

Humidite : 
Alimentation : 

Dimensions : 
Poids : 



Appareil photo numerique (pour 1'enregistrement et 
I'affichage) 

Enregistrement numerique, JPEG (conforme a la norme 
DCF (Design rule for Camera File)) 

Exif 2.2, DPOF (Digital Print Order Format), PRINT Image Matching III, 

PictBridge 

Format Wave 

AVI Motion JPEG 

Memoire interne 

xD-Picture Card 16 Mo a 2 Go (TypeH/M, Standard) 
Environ 200 

(conformement aux normes de mesure de duree de vie de la batterie 
CI PA) 

7 110 000 pixels 

CCD 1/2,33" (filtre couleur primaire), 7 380 000 (brut) 

Objectif Olympus 6,7 a 20,1 mm, f3,5 a 5,0 

(equivalent a 38 a 1 14 mm sur un appareil photo 35 mm) 

Mesure ESP numerique, systeme de mesure ponctuelle 

4 a 1/1000 sec. 

0,5 m a oo (W/T) (normal) 

0,2 m a oo (W), 0,3 m a oo (T) (mode gros plan) 

0,07 m a 0,5 m (W uniquement) 

(mode super gros plan/mode S-macro LED) 

Ecran ACL couleur 2,5" TFT, 230 000 pixels 

Environ 6 sec. (pour une decharge complete du flash a temperature 

ambiante avec une nouvelle batterie entierement chargee) 

Connecteur multiple (Prise DC-IN, connecteur USB, prise A/V OUT) 

2000 a 2099 



Equivalent a la norme IEC, publication 529 IPX8 (sous conditions de 

test OLYMPUS), profondeur d'eau de 3 metres 

L'appareil photo peut etre utilise sous I'eau a la pression d'eau 

indiquee. 

Equivalent a la norme IEC, publication 529 IPX6 (sous conditions de 
test OLYMPUS) 

-10°C a 40°C (fonctionnement), 
-20°C a 60°C (stockage) 

30 a 90 % (fonctionnement)/10 a 90 % (stockage) 

Une batterie au lithium-ion Olympus (LI-42B/LI-40B) ou adaptateur 

secteur Olympus 

93,6 mm (L) * 60,9 mm (H) x 23,1 mm (P) (hors saillies) 
136 g (hors batterie et carte) 



La fonction "Shadow Adjustment Technology" (technologie d'ajustement des ombres) 
contient des technologies brevetees par Apical Limited. 



3> 

apical 
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(Batterie au lithium-ion (LI-42B) 



Type de produit 
Tension standard 
Capacite standard 
Duree de vie de la batterie 
Conditions de fonctionnement 
Temperature 



Dimensions 
Poids 



Batterie au lithium-ion rechargeable 
3,7 V CC 
740 mAh 

Environ 300 rechargements complets (varie selon I'utilisation) 

0°C a 40°C (chargement)/ 
-10°C a 60°C (fonctionnement)/ 
-20°C a 35°C (stockage) 
31,5 x 39,5 x 6 mm 
Environ 15 g 



•Chargeur de batterie (LI-40C) 

Alimentation requise 



Sortie : 
Duree de chargement 
Conditions de fonctionnement 
Temperature : 

Dimensions : 
Poids : 



100a240VCA (50 a 60 Hz) 
3,2 VA (100 V) a 5,0 VA (240 V) 
4,2 V CC, 200 mA 
Environ 5 heures 

0°C a 40°C (fonctionnement)/ 
-20°C a 60°C (stockage) 
62 x 23 x 90 mm 
Environ 65 g 



♦ Utilisation a basse temperature 

Le fonctionnement a basse temperature de la carte Olympus xD-Picture Card en option et de la 
batterie au lithium-ion Olympus est garanti jusqu'a 0 °C. Toutefois, les tests suivantsontete effectues 
pour une utilisation avec ce produit a des temperatures allant jusqu'a -10 °C. 

Olympus xD-Picture Card 





16 MB 


32 MB 


64 MB 


128 MB 


256 MB 


512 MB 


1 GB 


2 GB 


Standard 


✓ 


✓ 


✓ 


✓ 


✓ 


✓ 






TypeM 










✓ 


✓ 


✓ 


✓ 


TypeH 










✓ 


✓ 


✓ 


✓ 



/ : Fonctionne correctement 

Batterie au lithium-ion Olympus 

LI-42B 
LI-40B 

• Le nombre de photos pouvant etre stockees est reduit lorsque les temperatures sont basses. 
La conception et les caracteristiques techniques peuvent etre modifiees sans preavis. 
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Precautions de securite 



Informations importantes relatives aux foncti 
d'etancheite a I'eau et de resistance aux chc 




Etancheite a I'eau : le fonctionnement de la fonction de resistance a I'eau est garanti* 1 a 
une profondeur de 3 metres maximum pendant une heure maximum. II est possible que la 
fonction de resistance a I'eau ne soit plus aussi efficace si I'appareil photo est soumis a des 
chocs importants ou excessifs. 

Resistance aux chocs : la fonction antichoc garantit* 2 le fonctionnement de I'appareil 
photo numerique en cas d'impact accidentel survenu dans le cadre de I'utilisation normale 
de I'appareil photo. La fonction antichoc ne constitue pas une garantie inconditionnelle en 
cas de fonctionnement incorrect ou de deteriorations exterieures. Les deteriorations 
exterieures, telles que les rayures et les bosses, ne sont pas couvertes par la garantie. 
Tout comme n'importe quel dispositif electronique, un entretien et une maintenance 
adaptes sont necessaires a la preservation de I'integrite et du fonctionnement de 
I'appareil photo. Afin de preserver les performances de I'appareil photo, en cas d'impact 
important, demandez au centre de services agree Olympus le plus proche d'inspecter 
votre appareil photo. Si I'appareil photo est endommage suite a une negligence ou une 
utilisation inadaptee, la garantie ne couvrira pas les frais associes a I'entretien ou a la 
reparation de I'appareil photo. Pour plus d'informations au sujet de notre garantie, 
veuillez consulter le site Internet Olympus de votre pays. 
Veuillez respecter les consignes d'entretien suivantes lors de I'utilisation de votre 
appareil photo. 

Avant utilisation : 

• Verifiez que I'appareil photo ne contient pas de corps etrangers (salete, poussiere et 
sable inclus). 

• Veillez a fermer le couvercle de la carte/du compartiment de la batterie et le couvercle 
du connecteur. Chaque verrouillage doit emettre un "die". 

• N'ouvrez pas le couvercle de la carte/du compartiment de la batterie et le couvercle 
du connecteur avec des mains mouillees, sous I'eau ou dans un environnement 
humide ou poussiereux (a la plage, par exemple). 

Apres utilisation : 

• Veillez a essuyer I'eau ou les residus encore presents sur I'appareil photo apres 
utilisation de I'appareil photo sous I'eau. 

• Apres utilisation de I'appareil photo dans de I'eau de mer, plongez I'appareil photo 
dans un seau contenant de I'eau fraTche pendant environ 10 minutes (le couvercle de 
la carte/du compartiment de la batterie et le couvercle du connecteur doivent etre bien 
fermes). Faites ensuite secher I'appareil photo dans un lieu ombrage et bien aere. 

• II est possible que des gouttes d'eau apparaissent sur la surface interne du 
couvercle de la carte/du compartiment de la batterie ou du couvercle du 
connecteur lors de I'ouverture du couvercle. Si des gouttes d'eau sont visibles, 
veillez a les essuyer avant d'utiliser I'appareil photo. 

Remarques pour apres I'utilisation 

• Des corps etrangers peuvent adherer a la peripherie du couvercle de I'objectif apres 
avoir utilise I'appareil photo dans un environnement ou des corps etrangers comme 
de la salete, de la poussiere ou du sable sont presents ou lorsque le couvercle de 
I'objectif ne bouge pas regulierement. 

Si vous continuez a utiliser I'appareil photo dans ces conditions, cela peut endommager 
I'objectif ou le couvercle de I'objectif peut ne pas pouvoiretre retire, entrainant une panne. 
Pour eviter une telle panne, lavez I'appareil photo en utilisant la methode suivante. 
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3 









© Inserez la batterie etfermez le couvercle de la 

carte/du compartiment de la batterie et le 

couvercle du connecteur. Chaque verrouillage 

doit emettre un "die". 
© Remplissez un seau d'eau fraTche, plongez 

I'appareil dans le seau avec la surface de I'objectif 

vers le bas et secouez bien I'appareil photo. 
© Appuyez plusieurs fois sur la touche POWER 

dans I'eau et ouvrez et refermez plusieurs fois 

le couvercle de I'objectif. 
© De plus, secouez encore I'appareil photo avec le couvercle ouvert. 
Suivez les etapes © a ©, puis verifiez que le couvercle de la lentille fonctionne 
correctement. 

Si le couvercle d'objectif ne bouge pas facilement, rincez la surface de I'objectif en le 
placant directement sous le puissant jet d'eau d'un robinet et appuyez plusieurs fois sur 
la touche POWER. 

Stockage et entretien 

• Ne laissez pas I'appareil photo dans un environnement ou la temperature est elevee 
(40°C ou plus) ou faible (-10°C ou moins), faute de quoi I'appareil photo risque de ne 
plus etre etanche a I'eau. 

• N'utilisez pas de produits chimiques dans le cadre du nettoyage, contre I'apparition de 
la corrosion ou de la buee, lors des reparations, etc. 

• Faute de quoi I'appareil photo risque de ne plus etre etanche a I'eau. 

• Ne laissez pas I'appareil photo trop longtemps dans I'eau, faute de quoi le boTtier de 
I'appareil photo risque d'etre endommage et/ou I'appareil photo risque de ne plus etre 
etanche a I'eau. 

• Ne placez pas I'appareil photo directement sous un robinet ouvert. 

• Tout comme avec n'importe quel appareil utilise sous I'eau, afin de preserver 
I'etancheite a I'eau de I'appareil photo, nous vous recommandons de remplacer le kit 
d'etancheite a I'eau (et les joints) tous les ans. Pour connaitre les centres de services 
et des distributeurs Olympus auxquels vous pouvez vous adresser pour remplacer 
le kit d'etancheite a I'eau, consultez le site Internet Olympus de votre pays. 

Fermeture du couvercle de la carte/du compartiment de la batterie et du couvercle du connecteur 




Couvercle de la 
carte/du 
compartiment 
de la batterie 




Couvercle du 
connecteur 



Remarque : les accessoires inclus (par ex : le chargeur) n'offrent aucune resistance aux 
chocs ou a I'eau. 

*1 Comme indique par I'equipement de verification de la pression, conformement a la 
norme IEC, publication 529 IPX8. L'appareil photo peut ainsi etre utilise sous I'eau a 
la pression d'eau indiquee. 

*2 Cette fonction antichoc est confirmee par des verifications effectuees par Olympus 
conformement aux conditions detaillees dans la norme MIL-STD-810F, methode 516.5, 
procedure IV (essai d'impact de transit). Pour plus de details au sujet des verifications 
effectuees par Olympus, veuillez vous reporter au site Internet Olympus de votre pays. 
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A 



ATTENTION 



RISQUE DE DECHARGE 
ELECTRIQUE NE PAS OUVRIR 



A 



ATTENTION : POUR REDUIRE LE RISQUE DE DECHARGE ELECTRIQUE, NE 

RETIRER Nl LA PARTI E ANTERIEURE Nl POSTERIEURE DU BOITIER. 
AUCUNE PIECE A L'INTERIEUR NE PEUT ETRE REPAREE PAR L'UTILISATEUR. 
SE REFERER A DU PERSONNEL DE DEPANNAGE QUALIFIE POUR UNE REPARATION. 



A 

A 
A 
A 



DANGER 



Le point d'exclamation a I'interieur d'un triangle vous alerte sur certains points 
importants concernant le maniement et I'entretien de I'appareil figurant dans la 
documentation fournie avec le produit. 

Si le produit est utilise sans respecter les informations donnees sous ce symbole, des 
blessures graves, voire mortelles pourraient en resulter. 



AVERTISSEMENT Si le produit est utilise sans respecter les informations donnees sous ce symbole, des 
blessures voire la mort pourraient en resulter. 



ATTENTION 



Si le produit est utilise sans observer les informations donnees sous ce symbole, des 
blessures, des dommages a I'appareil ou des pertes de donnees pourraient en resulter. 



AVERTISSEMENT ! 

POUR EVITER LES RISQUES D'INCENDIE OU DE DECHARGE ELECTRIQUE, NE JAMAIS DEMONTER. 
EXPOSER CE PRODUIT A L'EAU Nl LE FAIRE FONCTIONNER DANS UN ENVIRONNEMENT TRES HUMIDE. 
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recautions generales 



Z) 



Lire toutes les instructions — Avant d'utiliser I'appareil, lire toutes les 

instructions de fonctionnement. Sauvegarder tous les manuels et la 

documentation pour s'y referer ulterieurement. 
Nettoyage — Toujours debrancher ce produit de la prise de courant avant nettoyage. 

N'utiliser qu'un chiffon humide pour le nettoyage. Ne jamais utiliser de produits de 

nettoyage liquides ou aerosols, ni de solvants organiques pour nettoyer ce produit. 
Accessoires — Pour votre securite, et pour eviter d'endommager le produit, 

n'utiliser que des accessoires recommandes par Olympus. 
Eau et humidite — Pour les precautions sur des produits avec une conception 

impermeable, lire les sections impermeabilisation. 
Emplacement — Pour eviter d'endommager I'appareil, monter le produit 

solidement sur un trepied ou un sabot stable. 
Alimentation — Ne raccorder ce produit qu'a la source d'alimentation decrite sur 

I'etiquette du produit. 
Foudre — Si un orage eclate pendant I'utilisation d'un adaptateur secteur, le 

debrancher immediatement de la prise de courant. 
Entree d'objets — Pour eviter des blessures, ne jamais introduire d'objet 

metallique dans le produit. 
Chaleur — Ne jamais utiliser ni ranger ce produit pres d'une source de chaleur 

telle qu'un radiateur, un accumulateur de chaleur, ou tout type d'appareil qui 

genere de la chaleur, comprenant les amplificateurs. 
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aniement de I'appareil 



A AVERTISSEMENT 

# Ne pas utiliser I'appareil a proximite de gaz Inflammables ou 
explosifs. 

# Ne pas utiliser le flash ou la LED de tres pres sur des personnes 
(bebes, jeunes enfants, etc.). 

• Vous devez etre au moins aim des visages de vos sujets. Declencher le flash 
trap pres des yeux du sujet pourrait causer une perte momentanee de la vision. 

# Ne pas lalsser I'appareil a la portee des enfants. 

• Toujours utiliser et ranger I'appareil hors de la portee des jeunes enfants et des 
bebes pour empecher les situations dangereuses suivantes qui pourraient 
causer des blessures graves : 

• S'enrouler dans la courroie de I'appareil, causant la strangulation. 

• Avaler accidentellement la batterie, des cartes ou d'autres petites pieces. 

• Declencher accidentellement le flash dans leurs yeux ou ceux d'un autre enfant. 

• Se blesser accidentellement par des parties en mouvement de I'appareil. 

# Ne pas regarder le solell nl de la lumlere puissante avec I'appareil. 

# Ne pas utiliser ni ranger I'appareil dans des endroits poussiereux ou 
humides. 

# Ne pas couvrir le flash avec une main pendant le declenchement. 



A ATTENTION 

# Arreter immediatement d'utiliser I'appareil si vous remarquez une 
odeur, un bruit anormal ou de la fumee provenant de I'appareil. 

• Ne jamais retirer les batteries les mains nues, ce qui pourrait vous bruler les mains. 

# Ne pas laisser I'appareil dans des endroits ou il pourrait etre soumis 
a des temperatures tres elevees. 

• Ceci pourrait causer une deterioration de certaines pieces et, dans certaines 
circonstances, I'appareil pourrait prendre feu. Ne pas utiliser le chargeur ni un 
adaptateur secteur s'il est couvert (par exemple par une couverture). Ce qui 
pourrait causer une surchauffe, debouchant sur un incendie. 

0 Manipuler I'appareil soigneusement afin d'eviter une brulure a 
basse temperature. 

• Lorsque I'appareil contient des parties metalliques, une surchauffe peut deboucher 
sur une brulure a basse temperature. Faire attention aux points suivants : 

• Utilise pendant une longue duree, I'appareil devient chaud. Si vous tenez 
I'appareil dans ces conditions, une brulure a basse temperature risque de se 
produire. 

• Dans des endroits sujets a des temperatures tres froides, la temperature du 
corps de I'appareil peut etre plus basse que la temperature ambiante. Si 
possible, mettre des gants en tenant I'appareil a des temperatures basses. 

# Faire attention avec la courroie. 

• Faire attention avec la courroie en portant I'appareil. Elle peut facilement 
s'accrocher a des objets sur le passage et causer des dommages serieux. 

# Ne pas toucher les parties metalliques de I'appareil photo lorsqu'il 
fait froid. 

• Votre peau peut etre blessee. A de faibles temperatures, tenez I'appareil photo 
avec des gants. 
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Precautions de manipulation de la batterie 



Veuillez suivre ces consignes importantes pour eviter le coulage du liquide 
de la batterie, une generation de chaleur, des brulures, une explosion, ou 
de causer des decharges electriques ou brulures. 



A DANGER 

• L'appareil photo utilise une batterie lithium ion specifiee par Olympus. Chargez 
la batterie avec le chargeur specifie. N'utilisez aucun autre chargeur. 

• Ne jamais chauffer ni mettre au feu la batterie. 

• Prendre des precautions en transportant ou rangeant la batterie pour eviter 
qu'elle vienne en contact avec des objets metalliques comme des bijoux, des 
epingles a cheveux, des agrafes, etc. 

• Ne jamais ranger la batterie dans un lieu oil elle serait exposee en plein soleil, 
ou sujette a des temperatures elevees dans un vehicule chaud, pres d'une 
source de chaleur, etc. 

• Pour eviter de causer des coulages de liquide de la batterie ou d'endommager ses 
bornes, respecter scrupuleusement toutes les instructions concernant I'usage de 
la batterie. Ne jamais tenter de demonter la batterie ni la modifier, en soudant, etc. 

• Si du liquide de la batterie entrait dans vos yeux, les laver immediatement avec 
de I'eau claire et froide du robinet et consulter immediatement un medecin. 

• Toujours ranger la batterie hors de la portee des jeunes enfants. Si un enfant 
avale accidentellement une batterie, consulter immediatement un medecin. 

A AVERTISSEMENT 

• Maintenir a tout moment la batterie au sec. 

• Pour eviter un coulage du liquide de la batterie, une generation de chaleur ou 
de causer un incendie ou une explosion, n'utiliser que la batterie recommandee 
pour I'usage avec ce produit. 

• Introduire soigneusement la batterie comme decrit dans les instructions de 
fonctionnement. 

• Si les batteries rechargeables n'ont pas ete rechargees au bout de la duree 
specifiee, arreter de les charger et ne pas les utiliser. 

• Ne pas utiliser une batterie si elle est endommagee ou cassee. 

• Si la batterie coule, devient decoloree ou deformee, ou devient anormale sous 
d'autres aspects pendant le fonctionnement, arreter d'utiliser l'appareil. 

• Si du liquide de la batterie coule sur vos vetements ou sur votre peau, retirer le 
vetement et laver immediatement la zone affectee avec de I'eau claire et froide 
du robinet. Si le liquide vous brule la peau, consulter immediatement un medecin. 

• Ne jamais soumettre la batterie a des chocs violents ni a des vibrations continues. 

A ATTENTION 

• Avant sa mise en place, toujours controler soigneusement la batterie pour des 
coulages, decoloration, gauchissement ou toutes autres anormalites. 

• La batterie peut devenir chaude pendant une utilisation prolongee. Pour eviter des 
brulures mineures, ne pas la retirer immediatement apres avoir utilise l'appareil. 

• Toujours retirer la batterie de l'appareil avant de le ranger pour une longue duree. 
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Pour les utilisateurs en Europe 

La marque "CE" indique que ce produit est conforme aux normes europeennes 
en matiere de securite, de sante, d'environnement et de protection du 
consommateur. Les appareils photo marques "CE" sont prevus pour la vente 
en Europe. 

Le symbole [poubelle sur roue barree d'une croix WEEE annexe IV] indique 
une collecte separee des dechets d'equipements electriques et electroniques 
dans les pays de I'UE. 

Veuillez ne pas jeter I'equipement dans les ordures domestiques. 
A utiliser pour la mise en rebut de ces types d'equipements conformement aux 
systemes de traitement et de collecte disponibles dans votre pays. 

Precaution sur I'utilisation de la batterie et du chargeur de batterie 

II est vivement recommande de n'utiliser que la batterie et le chargeur de batterie 
specifiques, qui sont disponibles comme accessoires d'origine Olympus, avec cet 
appareil photo. 

L'utilisation d'une batterie et /ou d'un chargeur de batterie qui ne sont pas d'origine 
risque de provoquer un incendie ou des blessures a cause d'un coulage de liquide, 
d'une surchauffe, d'une combustion ou d'un endommagement de la batterie. 
Olympus n'assume aucune responsabilite pour les accidents et dommages a 
cause de l'utilisation d'une batterie et/ou d'un chargeur de batterie autres que les 
accessoires d'origine Olympus. 

Marques deposees 

• IBM est une marque deposee de la societe International Business Machines 
Corporation. 

• Microsoft et Windows sont des marques deposees de la societe Microsoft 
Corporation. 

• Macintosh est une marque de Apple Inc. 

• xD-Picture Card™ est une marque deposee. 

• Tous les autres noms de societes et appellations de produits sont des marques, 
deposees ou non, des proprietaires respectifs. 

• Les normes pour les systemes de fichiers d'appareil photo indiquees dans ce 
manuel sont les normes "Design Rule for Camera File System/DCF" stipulees 
par I'association JEITA (Japan Electronics and Information Technology 
Industries Association). 
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Conditions d'obtention de la garantie 

1 . Si le produit s'avere defectueux malgre une manipulation correcte (conforme aux instructions du mode 
d'emploi fourni) dans un delai de deux ans a partir de la date d'achat aupres d'un distributeur Olympus 
agree, ce produit sera repare ou remplace au choix de Olympus gratuitement au sein du secteur 
d'activite de Olympus Imaging Europa GmbH indique sur le site Internet http://www.olympus.com. Pour 
toute demande de reparation sous garantie, le client doit apporter le produit et la presente carte de 
garantie avant la fin de la periode de deux ans de garantie au revendeur auquel il a achete le produit 
ou a tout autre centre de service apres-vente agree Olympus dans le secteur d'activite de Olympus 
Imaging Europa GmbH indique sur le site Internet http://www.olympus.com. Le client peut retourner le 
produit a n'importe quel centre de service apres-vente Olympus agree pendant une periode d'un an a 
partir de la date d'achat, en cas de reparations, conformement a la garantie internationale. Veuillez 
noter que de tels centres de service apres-vente Olympus n'existent pas dans certains pays. 

2. Le client est responsable des risques du transport du produit chez un distributeur Olympus ou dans 
un centre de service apres-vente Olympus, tous les frais de transport sont a sa charge. 

3. Pendant la periode de garantie, les frais engendres par des reparations sont a la charge du client 
dans les cas ci-dessous : 

(a) tout dommage resultant d'une manipulation non conforme (contraire aux instructions du mode 
d'emploi) ; 

(b) tout dommage resultant d'une reparation, d'une modification, d'un nettoyage, etc., non 
effectues par un centre de service apres-vente Olympus ; 

(c) tout dommage cause par un transport non conforme, une chute, un choc, etc. apres achat du produit ; 

(d) tout defaut ou dommage resultant d'un incendie, tremblement de terre, inondation, intemperies 
et autres catastrophes naturelles, pollution, alimentation electrique non conforme ; 

(e) tout dommage resultant d'un stockage non conforme ou negligent (temperatures excessives, 
humidite excessive, proximite d'insecticides tels que naphtaline ou produits chimiques nocifs, 
etc.) ou d'un entretien non conforme ; 

(f) tout dommage resultant de piles usagees, etc. ; 

(g) tout dommage cause par I'intrusion de sable, boue, etc. a I'interieur de I'appareil ; 

(h) non-presentation de la presente garantie pour la reparation ; 

(i) modifications faites sur la presente carte de garantie concernant I'annee, le mois et le jour de 
I'achat, les noms du client et du revendeur, le numero, de serie, etc. ; 

(j) non-presentation d'unjustificatif d'achat (ticket decaisse) en meme temps que la presente garantie ; 

4. Cette garantie concerne uniquement le produit lui-meme. Elle ne couvre pas les autres pieces 
telles que sac de transport, bandouliere, couvercle d'objectif, piles, etc. 

5. La seule obligation de Olympus dans le cadre de la presente garantie se limite a la reparation ou au 
remplacement du produit. Toute responsabilite pour perte ou dommage indirect ou accessoire de 
quelque nature que ce soit supporte par le client a cause d'un defaut du produit est exclue, 
notamment en cas de perte ou dommage cause a des objectifs, films, autres materiels ou accessoires 
utilises avec le produit ou de perte financiere quelconque resultant d'un retard en reparation ou de la 
perte de donnees. La presente disposition ne deroge pas a la legislation contraignante en vigueur. 

Remarques sur I'etablissement de la carte de garantie 

1 . Cette garantie ne sera valide que si la carte de garantie est dument completee par Olympus ou un 
revendeur agree ou si d'autres documents contiennent une justification suffisante. Par 
consequent, veuillez vous assurer que votre nom, le nom du revendeur, le numero de serie et la 
date d'achat (annee, mois, jour) figurent integralement et lisiblement sur la carte de garantie et que 
le contrat d'achat original ou le justificatif d'achat (indiquant le nom et I'adresse du revendeur, la 
date d'achat et la designation du produit) est joint a la presente garantie. Olympus se reserve le 
droit de refuser une prestation de service apres-vente gratuite si les informations portees sur la 
carte de garantie sont incompletes ou illisibles ou si les documents mentionnes precedemment ne 
sont pas joints ou si les informations qu'ils contiennent sont incompletes ou illisibles. 

2. Cette carte de garantie ne sera pas remplacee, aussi conservez-la avec le plus grand soin. 

* Veuillez vous reporter au site Web http://www.olympus.com pour connaitre la liste du reseau 

international des centres de services autorises Olympus. 
Restrictions relatives a la garantie 

Olympus ne fait aucune declaration, ne delivre aucune assurance ou garantie, expresse ou implicite, 
pour ou relative au contenu de la presente documentation ecrite ou du logiciel, et ne pourra en aucun 
cas etre tenu pour responsable de toute autre garantie implicite de commercialisation ou d'adaptation 
a des fins particulieres, ou pour les dommages encourus, qu'ils soient directs, imprevus ou indirects 
(notamment non limites aux dommages dus a une perte financiere, une interruption d'activite ou la 
perte de donnees professionnelles) suite a I'utilisation ou la restriction ou impossibility d'utilisation de 
la documentation ecrite ou du logiciel. Certains pays n'autorisent pas I'exclusion ni la limitation de la 
responsabilite de tels dommages, les restrictions precedemment citees peuvent done eventuellement 
ne pas s'appliquer a vous-meme. 
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• Antes de utilizar la camara, lea con atencion este manual para asegurarse de 
su uso correcto. 

• Antes de tomar fotografias importantes, le recomendamos que realice varias 
tomas de prueba para familiarizarse con el uso de su camara. 

• Le rogamos observe todas las precauciones de seguridad que figuran al final 
de este manual. 

• Las ilustraciones de las pantallas y de la camara que aparecen en este manual 
fueron hechas durante el proceso de desarrollo y pueden diferir del producto 
real. 
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Reuna estos componentes (contenido de la caja) 




Camara digital Correa LI-42B 

Baten'a de iones de litio 




Cargadordebateria Cable USB Cable AV CD-ROM de software 

LI-40C OLYMPUS Master 2 

Elementos no mostrados: Manual Avanzado (CD-ROM), Manual Basico (este manual), 
tarjeta de garanti'a. Los contenidos pueden variar dependiendo del lugar de compra. 




• Tire de la correa para que quede apretada y no se suelte. 
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Prepare la camara 



a. Cargue la bateria. 




Apagada: Carga completa 
(Tiempo de carga: Aprox. 5 horas) 



# La bateria viene cargada parcialmente. 

b. Inserte la bateria y una tarjeta xD-Picture Card (opcional) en la 
camara. 
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Prepare la camara 




# Inserte la bateria 

introduciendo primero el 
lado marcado con T, con 
las marcas Q hacia el 
boton de bloqueo de la 
bateria. 

Si inserta la bateria 
incorrectamente, no podra retirarla. 
En tal caso, no la fuerce. Pongase 
en contacto con un distribuidor 
autorizado o bien con un centra de 
servicio tecnico. 

Si se dana la parte exterior de la 
bateria (aranazos, etc.), es posible 
que esta se caliente o explote. 

Boton de bloqueo de la bateria 
Para extraer la bateria, deslice el boton 
de bloqueo en la direccion de la flecha. 



# Oriente la tarjeta tal como se 

muestra en la ilustracion e insertela 
recta en la ranura de la tarjeta. 

Inserte la tarjeta hasta que quede encajada. 



Para extraer la tarjeta, empujela hasta el fondo y 
sueltela despacio. A continuation, sujete la 
tarjeta y extraigala. 




# Con esta camara se pueden tomar fotografias incluso sin utilizar una tarjeta 
opcional xD-Picture Card™ (en adelante, "la tarjeta"). Si no inserta una tarjeta 
xD-Picture Card, las fotografias se guardaran en la memoria interna. 
Para obtener informacion sobre la tarjeta, consulte el Manual Avanzado. 
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Encienda la camara 



Aqui se explica como encender la camara en el modo de fotografia. 
a. Situa el disco de modo en I*V 




(modo de reproduccidn) 



Modos de toma de fotografias 



Cm 


Esta funcion le permite tomar fotografias con los ajustes automaticos de la 




camara. 




Esta funcion reduce la posibilidad de que las fotografias salgan borrosas debido 




al movimiento del sujeto o de la camara. 


SCN 


Esta funcion permite tomar fotografias mediante la selection de una escena en 




funcion de las condiciones. 


GUIDE 


Esta funcion le permite ajustar las opciones siguiendo la gui'a de disparo que 




aparece en pantalla. 



b. Presione el boton POWER. 



Boton POWER 








■ d aemA 










CANCEL»BBB 





Si aun no se han ajustado la 
fecha y la hora, aparecera esta 
pantalla. 



Para apagar la camara, vuelva a presionar el boton POWER. 



Consejo 



Las direcciones de las teclas de control (/W7<][>) se indican 
con /Y\7<][> en este manual. 
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Ajuste la fecha y la hora 



( f Bp f | j|.IJ-lll-l.l-l-IIIL4H.IJJJJ.I,M.MJ,^ 

A-M-D (Ano-Mes-Dia) 



Hora 
Minutos 

Formatos de fecha (A-M-D, M-D-A, D-M-A) 



I 

Cancela un ajuste. 

a. Presione el boton <£^[2 y el boton ^70 para seleccionar [A]. 

• Los dos primeros digitos del afio son fijos. 



Boton A3 




Boton S7$) 



AMD HORA 
2007.==. :== A/M/D 



b. Presione el boton [>4 ■ 




c. Presione el boton <^>|2 y el boton "\7<S) 
para seleccionar [M]. 



d. Presione el boton [>4 ■ 



AMD HORA 
2007.11. :— A/M/D 
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Ajuste la fecha y la hora 



e. Presione el boton <^>|2 y el boton ^70 
para seleccionar [D]. 



f. Presione el boton [>4 ■ 

g. Presione el boton <£b>[2 y el boton ^70 
para seleccionar las horas y los 
minutos. 

• La hora se muestra en el formato de 24 horas. 



h. Presione el boton [>4 ■ 

i. Presione el boton <^>|2 y el boton *\70 
para seleccionar [A/M/D]. 



AMD HORA 
2007.11.26 —:— A/M/D 



AMD HORA 
2007.11.26 12:30:- A/M/D 



ACEPT.*[QKI 



AMD HORA 



2007.11.26 12:30 4 A/M/D 



CANCEL.*!! ACEPT.*BKJ 



j. Una vez ajustadas las opciones, presione el boton 

• Para un ajuste horario preciso, presione el boton @ cuando la sehal horaria alcance los 
00 segundos. 
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Seleccionar un idioma 



a. Presione el boton MENU para ver el menu superior. 




b. Presione el boton [>£ para seleccionar [CONFIGURAC] y 
presione el boton @. 

[CONFIGURAC] 




Boton |>4 



♦ mMj [353 ACEPT.»[OKl 



c. Presione el boton <^>|2 y el boton ^70 para seleccionar [fr£=)] 
y presione el boton @. 






OOHFieU 


RAC. 


D 


FORMATEAR 1 


m 


BACKUP 


> 


m 


*m 


>ESPANOL | 


a 


CONF.ON 


DESACTIV. 1 




MENU THEME 


NORMAL ] 


|ATRAS»W) gj 


ACEPT.»IOKll 





ENGLISH 


ITALIANO 


FRANCAIS 


PyCCKHM 




CESKY 



d. Para seleccionar un idioma, pulse las 
teclas de control y a continuacion 
presione el boton @. 

• Se pueden anadir otros idiomas a la camara con el 
software OLYMPUS Master suministrado. Consulte el 
Manual Avanzado. 
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Tome una fotografi'a 



a. Sujete la camara. 

Sujecion horizontal 



Sujecion vertical 




En la pantalla se muestra 
el niimero de fotograflas 
almacenables. 



El piloto verde indica que el enfoque y la 
exposition estan bloqueados. Aparecen 
el valor de abertura y la velocidad de 
obturation. 

c. Dispare. 
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Ver fotografias 



a. Situe el disco de modo en H- 




a. Presione el boton y el boton [>4 para ver la fotografias que 
desea borrar. 

b. Presione el boton H'-'l^. 




c. Presione el boton para seleccionar [SI] y el boton ® para 
borrar la fotografias. 
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Funcionamiento basico 



Cuando este en modo de fotografia, utilice estos botones para acceder 
rapidamente a algunas de las funciones de uso mas comun. 





© Boton <]A (modo macro) 

Utilice el modo macro, supermacro o LED S-macro a la hora de fotografiar sujetos 
en primer piano, como una flor. 
0 Boton /\[g (compensacion de la exposicion) 

Utilice este ajuste para sobreexponer (+) o subexponer (-) una fotografia. Utilice 
las teclas de control para seleccionar el cuadro con los ajustes que desee y 
presione ®. 

0 Boton [>4 (modo de flash) 

Seleccione uno de los 4 modos de flash: Flash automatico, Flash con reduccion de 
ojos rojos, Flash de relleno o Flash desactivado. 

O Boton ^70 (dlsparador automatico) 

Seleccione el disparador automatico para retardar el disparo aproximadamente 
12 segundos desde que se presiona el boton disparador. 
0 Boton ® (OK/FUNC) 

Muestra el menu de funciones y ajusta las funciones que se utilizan a menudo en 
modo de fotografia. 

Tambien permite confirmar y ajustar la seleccion de los elementos de menu. 
0 Boton MENU (MENU) 

Presione este boton para abrir el menu superior. 
0 Boton B/fl 

Presione H en modo de fotografia para cambiar a modo de reproduccion y 
mostrar la ultima fotografia tomada. 
0 Boton 

Presione tip en modo de fotografia para encender o apagar Shadow Adjustment 
Technology (tecnologi'a de ajuste de sombra). Esta funcion hace que la cara del 
sujeto aparezca mas clara incluso a contraluz. 

Mantenga presionado Sfr'/ffi en el modo de fotografiado para mostrar la guia que 
indica la ubicacion de los botones. 
0 Boton DISP./©/h 

Presione DISP./©/<i varias veces para ver el histograma y las lineas de guia de 
composicion. Seleccione un elemento del menu y presione DISP./©/ <i para ver 
una explicacion de su funcion. 
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Esta funcion permite cambiar el modo SCN (escena) de acuerdo con el sujeto. 
O Situe el disco de modo en SCN 

0 Presione £±S7 para seleccionar un modo de escena y presione @. 





Modos de fotografia SCN (escena) 



RETRATO 

PAISAJE 

PAIS.+RETR. 

ESC.NOCT. 

NOCHE+RETRATO • 

DEPORTE 

INTERIORES 

VELAS 



AUTO - RETRATO 

RETR.LUZ DISPONIBLE 

PUESTASOL 

FUEG.ARTIF. 

COCINA 

VITRINA 

DOCUMENTOS 

SUBASTA 



FOT. & SELEC.1 
FOT. & SELEC.2 
PLAYA Y NIEVE 
INSTANTANEA SUBMARINA 
subacuAtico AMPLIO.1 
subacuatico amplio.2 
subacuAtico macro 



( ) 

ISt Este modo le permite fotografiar a una distancia de 20 cm (cuando el zoom esta 
ajustado en angulo de alejamiento) y de 30 cm (cuando el zoom esta ajustado 
en angulo de acercamiento) respecto al sujeto. 

sift Utilice este modo para fotografiar a una distancia de 7 cm del sujeto. En el modo 
sHi, la posicion del objetivo zoom esta fija. Si la distancia entre la camara y el 
sujeto es superior a 50 cm, la fotografia resultara desenfocada. 

stf El LED ilumina de 7 cm a 20 cm del objetivo en modo supermacro. Presione el 
boton disparador hasta la mitad de su recorrido para encender el LED. 

O Presione Ofli. 

0 Presione £±S7 para seleccionar [ s %] o [st'f ] y presione @. 
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LED del disparado 
automatico 



fllSBB 

O Presione V0. 

0 Presione £>^7 para seleccionar [0 ACT.] y presione 

/'OK\ 



0 Presione el boton disparador hasta el final de su 
recorrido para tomar la fotografia. 
• El LED del disparador automatico se ilumina durante unos 
10 segundos despues de haber presionado el boton 

disparador y luego empieza a parpadear. Tras parpadear durante unos 2 segundos, 
se toma la fotografia. 




c 



Modos de flash 



O Presione 

0 Presione £>^7 para seleccionar un modo de flash y presione @. 

0 Presione el boton disparador hasta la mitad de su recorrido. 
• Cuando se dispara el flash, se ilumina la marca £ 

O Presione el boton disparador hasta el final de su recorrido para tomar la 
fotografia. 



Icono 


Modo de flash 


Description 


Sin 
indicacion 


Flash automatico 


El flash se dispara automaticamente en condiciones 
de baja iluminacion o de contraluz. 


<§> 


Flash con reduccion 
de ojos rojos 


El modo de flash con reduccion de ojos rojos reduce 
considerablemente este fenomeno emitiendo 
predestellos antes de dispararse el flash normal. 




Flash de relleno 


El flash se dispara independientemente de la luz 
disponible. 


© 


Flash desactivado 


El flash no se dispara. 



Funcion de ahorro de energia j 



• Para ahorrar energia de la bateria, la camara pasa automaticamente al modo 
de reposo y deja de funcionar si no se utiliza durante 3 minutos en modo de 
fotografia. Presione el boton disparador o el boton de zoom para reactivar la 
camara. 

• Si no se realiza ninguna operacion en 1 5 minutos despues de que haya entrado 
en el modo de reposo, la camara retrae automaticamente el objetivo y se 
apaga. Para volver a utilizarla, vuelva a encenderla. 
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Menus y ajustes 



( \)mmm\m ^ 

O Presione MENU para abrir el menu superior. 




SALIR»«8 SB) ACEPT.»[OKll 



Menu superior del modo de fotograffa 

0 Utilice las teclas de control (^\7<X>) para seleccionar elementos de menu 
y presione (8) para ajustarlos. 

■ CALIDAD IMAGEN 

Ajuste la calidad de imagen de la fotografia que vaya a tomar en funcion del 
uso que desee darle. 

■ RESTAURAR 

Devuelve las funciones de fotografia modificadas a los ajustes predeterminados. 

■ MENU CAMARA 

Ajusta varias opciones de fotografia. 

■ CONFIGURAC. 

Ajusta la fecha, la hora, el idioma, el sonido de funcionamiento, etc. 

■ SCN (escena) 

Selecciona la escena en funcion del sujeto y de las condiciones fotograficas 
cuando se selecciona el modo SCN 

■ MODOSILENC. 

Desactiva los sonidos operativos que se producen al fotografiar y reproducir, 
los sonidos de advertencia, los sonidos del boton disparador, etc. 




orrar todas las fotogorafias 



En el menu superior del modo de reproduccion, 
seleccione [BORRAR] -> [BORRAR TODO] y 
presione @. 

Seleccione [SI] y presione ®. 
• Se eliminaran todas las fotografi'as. 
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Conexion de la camara 



Utilice el cable AV suministrado con la camara para reproducir en el televisor las 
imagenes grabadas. Se pueden reproducir tanto fotografias como videos. 
© Asegurese de que el televisor y la camara esten apagados. Conecte el 

multiconector de la camara al terminal de entrada de video del televisor 

mediante el cable AV. 




Conectelo a los terminales 
de entrada de video 
(amarillo) y de entrada de 
audio (bianco) del televisor. 



Tapa del conector Cable AV (suministrado) 



0 Encienda el televisor y pongalo en modo de entrada de video. 

• Para mas information sobre como cambiar a entrada de video, consulte el manual de 
instrucciones del televisor. 

© Situe el disco de modo enQy presione el boton POWER para encender la 
camara. 

• En el televisor aparecera la ultima fotograffa tomada. Utilice las teclas de control para 
seleccionar la fotografia que desea visualizar. 
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mpresi 



Con el cable USB suministrado se puede conectar la camara directamente a una 
impresora compatible con PictBridge para imprimir fotografias. 
Q En el modo de reproduccion, localice en el monitor la fotografia que desea 
imprimir. 

0 Conecte un extremo del cable USB suministrado en el multiconector de la 
camara y el otro extremo en el conector USB de la impresora. 




Tapa del conector Cable USB 



O Presione (EJ/fl. 

• Se inicia la impresion. 

• Cuando haya terminado de imprimir, desconecte el 
cable USB de la camara con la pantalla de seleccion 
de fotografi'as en el monitor. 
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Transferencia de imageries 



a. Instale el software. 



O Inserte el OLYMPUS Master 2 
CD-ROM. 

0 Windows: Haga die en el boton 
"OLYMPUS Master 2". 
Macintosh: Haga doble clic en el 
icono "Setup". 

0 Siga simplemente las instrucciones 
en pantalla. 



mi 



.YMPUS Mtrtlef 2 



□ 593 



b. Conecte la camara al ordenador. 

© Conecte la camara y el ordenador con el cable USB (incluido). 
• El monitor se enciende de automaticamente. 



Multiconector 




Tapa del conector Cable USB 

0 Seleccione [PC] en el monitory presione 



• El PC reconocera la camara como unidad 
de almacenamiento extrai'ble. 



IMPR-SIMpLt 

IMPR.PERSONAL 

SALIR 

gB ACEPT.»|QR 
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c. Transfiera las imageries al ordenador. 

O Con la camara conectada, abra 
OLYMPUS Master. 

0 Haga die en "Transferir 

imagenes" en la ventana de 
examinar y haga die en "De 
camara" V| . 

0 Siga simplemente las 
instrucciones en pantalla. 



Es 



Consejos 



• Para obtener informacion mas detallada acerca de la configuracion y el uso de 
la camara, consulte el "Manual Avanzado" de la camara que se encuentra en 
el CD-ROM. 

• Para obtener asistencia adicional, consulte el archivo "Ayuda" en el software 
OLYMPUS Master. 



Boton "Transferir imagenes" 



- V 




m- 




' * 


a lliiliHfeiB 


m- 






■laBIIHH 








■ 9_l VBH^B 
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Software OLYMPUS Master 



Software OLYMPUS Master: Utilice este software para 
descargarfotografias de la camara, para ver, organizar, retocar, 
enviar por correo electronico e imprimir sus fotografias y videos 
digitales, jy mucho mas! 




#Requisitos del sistema 



so 


Windows 2000 Professional/XP/Vista o Mac OS X (v10.3 o posterior) 


CPU 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/Duo a 
1,5 GHz o superior 


RAM 


256 MB o mas 


Disco duro 


500 MB o mas de espacio libre 


Conexion 


Puerto USB o puerto IEEE 1394 


Monitor 


Resolucion de 1 .024 x 768 pi'xeles o mas con un minimo de 65.536 
colores (Windows), 32.000 colores (Macintosh) (se recomienda 
16.770.000 de colores o mas) 


Otros 


Internet Explorer 6 o posterior (Windows), Safari 1 .0 o posterior, 
QuickTime 6 o posterior (Macintosh) 



Para obtener la informacion de asistencia mas actualizada, visite el sitio Web de 
Olympus (http://www.olympus.com/) 




Registro del usuario 



Registre su camara cuando instale OLYMPUS Master para activar su 
garantia, recibir avisos de actualizaciones del software y del firmware de 
la camara, y mucho mas. 
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Especificaciones 



ICamara 



Tipo de producto 
Sistema de grabacion 
Fotografi'as 

Estandares aplicables 

Sonido con fotografias 
Videos 
Memoria 

Num. de fotografias 
(cuando esta completamente 
cargada) 

Num. de pi'xeles efectivos 
Dispositivo de captura de 
imagen 

Objetivo : 

Sistema fotometrico 
Velocidad de obturacion 
Alcance de fotograffa 



Monitor 

Tiempo de carga del flash 

Conectores exteriores 
Sistema de calendario 
automatico 
Resistencia al agua 
Tipo 

Significado 

Resistencia al polvo 

Entorno de funcionamiento 
Temperatura 

Humedad 
Fuente de alimentacion 

Dimensiones 

Peso 



Camara digital (para fotograffa y reproduccion) 

Grabacion digital, JPEG (segun la norma Design rule for 
Camera File system (DCF)) 

Exif 2.2, Formato de reserva de impresion digital (DPOF), 
PRINT Image Matching III, PictBridge 
Formato WAVE 
AVI Motion JPEG 
Memoria interna 

xD-Picture Card de 16 MB a 2 GB (TypeH/M, Standard) 
Aprox. 200 

(basado en las normas de medicion de vida util de las baten'as de la 
CI PA) 

7.110.000 pi'xeles 

CCD de 1/2,33" (filtro de colores primarios), 7.380.000 (brutos) 

Objetivo Olympus de 6,7 a 20,1 mm, f3,5 a 5,0 

(equivalente a 38 a 1 14 mm en una camara de 35 mm) 

Medicion ESP digital, sistema de medicion por puntos 

4 a 1/1000 seg. 

0,5 m a oo (W/T) (normal) 

0,2 m a oo (W), 0,3 m a oo (T) (modo macro) 

0,07 m a 0,5 m (solo W) (modo supermacro/modo LED S-macro) 

Pantalla LCD TFT en color de 2,5", 230.000 pi'xeles 

Aprox. 6 seg. (para descarga completa del flash a temperatura 

ambiente usando una baten'a nueva completamente cargada) 

Multiconector (jack DC-IN, conector USB, toma A/V OUT) 

2000 hasta 2099 



Equivalente a la norma IEC 529 IPX8 (bajo las condiciones de ensayo 

de OLYMPUS), disponible a 3 m de profundidad 

Normalmente, la camara se puede utilizar bajo el agua a una presion 

especi'fica. 

Equivalente a la norma IEC 529 IPX6 (bajo las condiciones de 
ensayo de OLYMPUS) 

-10°C a 40°C (funcionamiento), 
-20°C a 60°C (almacenamiento) 

30 % a 90 % (funcionamiento)/10 % a 90 % (almacenamiento) 
Una baten'a de iones de litio Olympus (LI-42B/LI-40B) o un 
adaptador de CA Olympus 

93,6 mm (anchura) * 60,9 mm (altura) x 21,3 mm (prof.) 

(sin incluir los salientes) 

136 g (sin la bateria ni la tarjeta) 



La funcion "Shadow Adjustment Technology" (tecnologia de ajuste de sombra) contiene 
tecnologi'as patentadas de Apical Limited. 



3> 

apical 



77 



IBateria de iones de litio (LI-42B) 



Tipo de producto 
Voltaje estandar 
Capacidad estandar 
Duracion de la baten'a 
Entorno de funcionamiento 
Temperatura 



□imensiones 
Peso 



Baten'a recargable de iones de litio 

CC3.7V 

740 mAh 

Aprox. 300 recargas completas (vari'a segiin el uso) 

0°C a 40°C (durante la carga)/ 
-10°C a 60°C (funcionamiento)/ 
-20°C a 35°C (almacenamiento) 
31,5 x 39,5 x 6 mm 
Aprox. 15 g 



>Cargador de baten'a (LI-40C) 



Alimentacion 
Salida 

Tiempo de carga 
Entorno de funcionamiento 
Temperatura 

Dimensiones 
Peso 



CA de 100 a 240 V (50 a 60 Hz) 
3,2 VA (100 V) a 5,0 VA (240 V) 
CC 4,2 V, 200 mA 
Aprox. 5 horas 

0°C a 40°C (funcionamiento)/ 
-20°C a 60°C (almacenamiento) 
62 x 23 » 90 mm 
Aprox. 65 g 



#Utilizaci6n a bajas temperaturas 

El funcionamiento a baja temperatura de la tarjeta opcional xD-Picture Card y la baten'a de iones de 
litio esta garantizado hasta 0°C. Sin embargo, se han comprobado las siguientes funciones para su 
utilizacion con este producto en temperaturas de hasta -10°C. 

Olympus xD-Picture Card 



16MB 32MB 64MB 128MB 256 MB 512MB 1GB 2 GB 
Standard ✓✓✓✓✓✓ 
TypeM ^^^^ •/ s s s 

TypeH ' V V V 

S: Operacibn confirmada 

Bateria de iones de litio Olympus 

LI-42B 
LI-40B 

El numero de fotografi'as almacenables se reduce a bajas temperaturas. 



El diseno y las especificaciones estan sujetos a cambios sin previo aviso. 
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Precauciones de seguridad 



Informacion Importante Acerca De Las Funciones 1 
De Impermeabilidad Y Resistencia A Los Golpes 



Impermeabilidad: La funcion de impermeabilidad esta garantizada 1 para 
profundidades de hasta 3 m durante un maximo de una hora. La funcion de 
impermeabilidad se podria ver afectada si se somete la camara a impactos excesivos. 
Resistencia a los golpes: La funcion de resistencia a los golpes garantiza* 2 el 
funcionamiento de la camara contra golpes accidentales producidos por el uso diario de 
la camara digital compacta. La funcion de resistencia a los golpes no garantiza 
incondicionalmente cualquier defecto de funcionamiento ni dano cosmetico. Los danos 
cosmeticos, tales como los rasgunos y las abolladuras, no estan cubiertos por la garantia. 
Como con cualquier dispositivo electronico, la camara debe ser tratada con cuidado 
para conservar su integridad y buen funcionamiento. Para mantener el rendimiento de 
la camara, si recibe algun impacto importante hagala revisar por un centra de servicio 
tecnico autorizado de Olympus. En caso de que la camara se estropee por uso 
negligente o incorrecto, la garantia no cubrira los costes derivados del servicio o 
reparacion de la camara. Para obtener informacion adicional sobre nuestra garantia, 
visite el sitio web de Olympus de su zona geografica. 
Tome las siguientes precauciones con su camara. 

Antes de usarla: 

• Compruebe que en la camara no haya particulas extranas, tales como tierra, polvo o 
arena. 

• Asegurese de cerrar la tapa del compartimiento de la bateria/tarjeta y la tapa del 
conector firmemente hasta que cada cierre haga die. 

• No abra la tapa del compartimiento de la bateria/tarjeta ni la tapa del conector con las 
manos mojadas, especialmente si esta bajo el agua o en un entorno humedo o 
polvoriento (por ejemplo, en la playa). 

Despues de usarla: 

• Limpie cualquier exceso de agua o restos despues de usar la camara bajo el agua. 

• Despues de usarla en el mar, sumerja la camara en un cubo con agua dulce durante 
unos 10 minutos (con la tapa del compartimiento de la bateria/tarjeta y la tapa del 
conector firmemente cerradas). Despues, seque la camara a la sombra en un lugar 
bien ventilado. 

• Al abrir la tapa del compartimiento de la bateria/tarjeta o la tapa del conector, 
podria encontrase gotas de agua en la superficie interior. 

Notas para despues de usarla 

• Despues de haber utilizado la camara en un ambiente con materias extranas como 
tierra, polvo o arena, o cuando la tapa del objetivo no se mueva suavemente, es posible 
que se haya adherido cualquier material extrano a la periferia de la tapa del objetivo. 
Si continuase utilizando tal camara, el objetivo podria danarse o es posible que la tapa 
no pudiera quitarse, causando un fallo. Para evitar tal fallo, lave la camara usando el 
siguiente metodo. 
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© Inserte la bateria y cierre la tapa del 
compartimiento de la bateria/tarjeta y el 
conector firmemente hasta que cada cierre 
haga die. 

© Llene un cubo con agua dulce, sumerja la 
camara en el cubo con la superficie del 
objetivo hacia abajo, y agite enteramente la 
camara. 

© Presione el boton POWER varias veces en el agua y abra/cierre repetidamente la 

tapa del objetivo. 
© Ademas, agite mas la camara con la tapa abierta. 

Siga los pasos del © al © y, a continuacion, compruebe si la lente se mueve con 
facilidad. 

Si la tapa del objetivo no se mueve con facilidad, coloque la cara del objetivo debajo de 
un chorro de agua a presion y pulse varias veces el boton POWER. 

Almacenamiento y mantenimiento 

• No deje la camara en ambientes a alta temperatura (40° C o mas) o a baja 
temperatura (-10° C o menos). Podria deteriorar la impermeabilidad de la camara. 

• No utilice quimicos para limpiar, reparar, impedir la oxidacion o el empanamiento de 
la camara, etc. 

• Podria deteriorar la impermeabilidad de la camara. 

• No deje la camara sumergida en agua durante mucho tiempo. Podria deteriorar la 
apariencia o la impermeabilidad de la camara. 

• Por ultimo, no exponga la camara a chorros de agua del grifo. 

• A fin de conservar la impermeabilidad de la camara, como con cualquier carcasa 
submarina, se recomienda reemplazar anualmente la carcasa (y los sellos). 
Para ver una lista de los distribuidores Olympus en los que puede reemplazar 
la carcasa submarina, visite el sitio web Olympus de su zona geografica. 

Cierre de la tapa del compartimiento de la bateria/tarjeta y la tapa del conector 




Tapa del 

compartimiento de 
la bateria/tarjeta 




Nota: Los accesorios incluidos (por ejemplo, el cargador) no son impermeables ni 
resistentes a los golpes. 

*1 tal como lo determinan las pruebas de presion sobre segun la norma IEC 529 IPX8 
- Esto quiere decir que una camara se puede sumergir a una presion de agua 
determinada. 

*2 Este rendimiento antigolpes esta confirmado por las condiciones de las pruebas 
Olympus con MIL-STD-810F, Metodo 516.5, Procedimiento IV (Transit Drop Test). 
Para conocer mas detalles sobre las condiciones de las pruebas Olympus, visite el 
sitio web Olympus de su zona geografica. 
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PRECAUCION 


A 


RIESGO DE DESCARGAS 
ELECTRICAS 
NO ABRIR 






PRECAUCION: PARA REDUCIR EL RIESGO DE DESCARGAS ELECTRICAS, NO 
RETIRE LA CUBIERTA (0 PARTE TRASERA). EN EL INTERIOR NO HAY 
PIEZAS QUE EL USUARIO PUEDA REPARAR. 
REMITA LA REPARACION A PERSONAL DE SERVICIO ESPECIALIZADO DE 
OLYMPUS. 





El signo de admiration dentro de un triangulo equilatero tiene como finalidad alertar al 
usuario de la existencia de importantes instrucciones de operacibn y mantenimiento en 
la documentation suministrada con el producto. 

APELIGRO ^i e ' P r °ducto es utilizado sin observar la information representada bajo este simbolo, 

podria causar serias lesiones o muerte. 

ADVERTENCIA e ' P r °dLicto es utilizado sin observar la information representada bajo este simbolo, 
podria causar serias lesiones o muerte. 

APRECAUCl6N Si el producto es utilizado sin observar la information representada bajo este simbolo, podria 
causar lesiones personales menores, danos al equipo, o perdida de datos importantes. 



jADVERTENCIA! 

PARA EVITAR EL RIESGO DE INCENDIO O DESCARGAS ELECTRICAS, NUNCA DESMONTE Nl EXPONGA 
ESTE PRODUCTO AL AGUA Nl LO UTILICE EN UN ENTORNO MUY HUMEDO. 



( b m i ^ 

Lea todas las instrucciones — Antes de utilizar este producto, lea todas las 
instrucciones operativas. Guarde todos los manuales y la documentacion para 
futuras consultas. 

Limpieza — Siempre desenchufe el producto de la toma de corriente antes de 

limpiarlo. Para la limpieza use solo un pano humedo. Nunca use limpiadores liquidos 

0 aerosoles, ni solventes organicos de ningun tipo para limpiar este producto. 
Accesorios — Para su seguridad y evitar dahos al producto, utilice unicamente 

los accesorios recomendados por Olympus. 
Agua y humedad — En las precauciones de los productos disenados a prueba 

de la intemperie, consulte las secciones de resistencia a la intemperie en sus 

respectivos manuales. 
Ubicacion — Para evitarle danos al producto, monte el producto sobre un tripode, 

caballete o soporte estable. 
Fuentes de alimentacion — Conecte este producto unicamente con la fuente de 

alimentacion descrita en la etiqueta del producto. 
Rayos — Si se produce una tormenta electrica mientras esta utilizando el 

adaptador de CA, retlrelo de la toma de corriente inmediatamente. 
Objetos extranos — Para evitar danos personales, nunca inserte objetos de 

metal en el producto. 
Calentadores — Nunca utilice ni guarde este producto cerca de fuentes de calor, 

tales como radiadores, rejillas de calefaccion, estufas o cualquier tipo de 

equipo o aparato generador de calor, incluyendo amplificadores estereo. 
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Manejo de la camara 



A ADVERTENCIA 

# No utilice la camara cerca de gases inflamables o explosivos. 

# No utilice el flash ni el LED a corta distancia de las personas (bebes, 
ninos pequenos, etc.). 

• Cuando dispare el flash, debera mantener, por lo menos, una distancia de 1 m 
de la cara de los sujetos. El disparo demasiado cercano de los ojos del sujeto 
podra causarle la perdida de vision momentanea. 

# Mantenga a los ninos menores y mayores alejados de la camara. 

• Utilice y guarde siempre la camara fuera del alcance de los ninos menores y 
mayores, para prevenir las siguientes situaciones de peligro que podn'an 
causarles serias lesiones: 

• Enredarse con la correa de la camara, ocasionando asfixia. 

• Ingerir accidentalmente una bateria, tarjetas, u otras piezas pequenas. 

• Disparar el flash accidentalmente hacia sus propios ojos o hacia los ojos de 
otro nino. 

• Lesionarse accidentalmente con las piezas moviles de la camara. 

# No mire al sol ni a luces fuertes a traves de la camara. 

# No utilice ni guarde la camara en lugares polvorientos o humedos. 
No cubra el flash con la mano mientras efectua el disparo. 



A 



PRECAUCION 

Interrumpa inmediatamente el uso de la camara si percibe algun 
olor, ruido o humo extraho alrededor de la misma. 

• Nunca retire las baterias con las manos descubiertas, ya que podn'a causar un 
incendio o quemarle las manos. 

No deje la camara en lugares donde pueda estar sujeta a 
temperaturas extremadamente altas. 

• Si lo hace puede provocar el deterioro de las piezas y, en algunas 
circunstancias, provocar que se prenda fuego. No utilice el cargador o el 
adaptador CA si esta cubierto (por ejemplo con una frazada). Esto podria causar 
recalentamiento, resultando en incendio. 

Manipule la camara con cuidado para evitar una quemadura de leve. 

• Ya que la camara contiene partes metalicas, el recalentamiento puede resultar 
en una quemadura de baja temperatura. Preste atencion a lo siguiente: 

• Cuando utilice la camara durante un largo periodo, esta se recalentara. Si mantiene 
la camara en este estado, podn'a causar una quemadura de baja temperatura. 

• En lugares sujetos a temperaturas extremadamente bajas, la temperatura de la 
carcasa de la camara puede ser mas baja que la temperatura ambiente. Si es 
posible, pongase guantes cuando manipule la camara en temperaturas bajas. 

Tenga cuidado con la correa. 

• Tenga cuidado con la correa cuando transporte la camara. Podria engancharse 
en objetos sueltos y provocar dafios graves. 

No toque las partes metalicas de la camara de forma prolongada a 
bajas temperaturas. 

• Puede danarse la piel. Si la temperatura es baja, utilice la camara con guantes 
puestos. 
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Precauciones acerca del uso de la bateria 



Siga estas importantes indicaciones para evitar que se produzcan fugas, 
recalentamientos, incendios o explosion de la bateria, o que cause 
descargas electricas o quemaduras. 



A PELIGRO 

• La camara utiliza una bateria de iones de litio especificada por Olympus. 
Cargue la bateria con el cargador especificado. No utilice otros cargadores. 

• Nunca caliente ni incinere las baterias. 

• Tome precauciones al transporter o guardar las baterias a fin de evitar que entren 
en contacto con objetos metalicos, tales como alhajas, horquillas, cierres, etc. 

• Nunca guarde las baterias en lugares donde queden expuestas a la luz solar 
directa o sujetas a altas temperaturas en el interior de un vehiculo con 
calefaccion, cerca de fuentes de calor, etc. 

• Para evitar que ocurran fugas de liquido de las baterias o danos de sus 
terminales, siga cuidadosamente todas las instrucciones respectivas al uso de 
las baterias. Nunca intente desarmar una bateria ni modificarla de ninguna 
manera, por soldadura, etc. 

• Si el fluido de la bateria penetrara en sus ojos, lavelos de inmediato con agua 
corriente fresca y limpia, y solicite atencion medica inmediatamente. 

• Siempre guarde las baterias fuera del alcance de los ninos pequenos. Si un nino 
ingiere una bateria accidentalmente, solicite atencion medica inmediatamente. 

A ADVERTENCIA 

• Conserve la bateria siempre seca. 

• Para evitar que ocurran fugas de liquido, recalentamiento de la bateria, o que 
cause incendio o explosion, utilice unicamente la bateria recomendada para el 
uso con este producto. 

• Inserte la bateria cuidadosamente, tal como se describe en el manual de 
instrucciones. 

• Si las baterias recargables no han sido recargadas dentro del tiempo 
especificado, interrumpa la carga y no las utilice. 

• No utilice una bateria si esta rajada o quebrada. 

• Si se producen fugas de liquido, decoloracion o deformacion de la bateria, o 
cualquier otra anormalidad durante la operation, interrumpa el uso de la camara. 

• Si el fluido de la pila entrara en contacto con su ropa o con su piel, quitese la 
ropa y lave de inmediato la parte afectada con agua corriente fresca y limpia. Si 
el fluido quemara su piel, solicite atencion medica inmediatamente. 

• Nunca exponga la bateria a fuertes impactos ni a vibraciones continuas. 

A PRECAUCION 

• Antes de colocarla, siempre inspeccione la bateria atentamente para verificar si no 
se producen fugas de liquido, decoloracion, deformacion o cualquier otra anomalia. 

• La baterias puede recalentarse durante el uso prolongado. Para evitar 
quemaduras menores, no la retire inmediatamente despues de utilizar la camara. 

• Siempre retire la bateria de la camara antes de guardar la camara por un largo tiempo. 
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Para los clientes de Europa 

La marca "CE" indica que este producto cumple con los requisites europeos 
sobre proteccion al consumidor, seguridad, salud y proteccion del medio 
ambiente. Las camaras con la marca "CE" estan destinadas a la venta en 
Europa. 

Este simbolo [un contenedor de basura tachado con una X en el Anexo IV de 
WEEE] indica que la recogida de basura de equipos electricos y electronicos 
debera tratarse por separado en los pai'ses de la Union Europea. No tire este 
equipo a la basura domestica. 

Para el desecho de este tipo de equipos utilice los sistemas de devolution al 
vendedor y de recogida que se encuentren disponibles. 

Precaution con el uso de la bateria recargable y cargador de bateria 

Se recomienda enfaticamente usar solamente la bateria recargable y cargador de 
bateria especificados, que se disponen con esta camara como accesorios 
originales Olympus. 

El uso de una bateria recargable y/o cargador de bateria que no sean originales, 
puede resultar en incendios o lesiones personales, debido a la fuga de fluido, 
calentamiento, encendido o danos a la bateria. Olympus no asume ninguna 
responsabilidad por accidentes y danos debido al uso de una bateria o cargador 
de bateria que no sean accesorios originales Olympus. 

Marcas comerciales 

• IBM es una marca registrada de International Business Machines Corporation. 

• Microsoft y Windows son marcas registradas de Microsoft Corporation. 

• Macintosh es una marca comercial de Apple Inc. 

• xD-Picture Card™ es una marca comercial. 

• Todos los demas nombres de compahias y productos son marcas registradas 
y/o marcas comerciales de sus respectivos propietarios. 

• Las normas para sistemas de archivos de camara referidas en este manual son 
las "Normas de Diseho para Sistema de Archivos de Camara/DCF" estipuladas 
por la Asociacion de Industrias Electronicas y de Tecnologia de Information de 
Japon (JEITA). 
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Condiciones de la garantia 

1 . Si este producto sufre algun defecto, a pesar de haber sido usado adecuadamente (de acuerdo con las 
instrucciones del Manual de Servicio suministrado con el mismo), durante un periodo de dos anos desde 
la fecha de la compra a un distribuidor Olympus autorizado que se halle dentro del area comercial de 
Olympus Imaging Europa GmbH, tal como se estipula en el sitio web http://www.olympus.com, sera 
reparado o, si Olympus lo considera oportuno, reemplazado, libre de cargos. Para hacer una reclamation 
bajo las condiciones de esta garantia, el cliente debera entregar el producto y este Certificado de Garantia 
antes de finalizar el periodo de garantia de dos anos, al concesionario donde fue comprado el producto 
o a cualquier Centro de Servicio Olympus, dentro del area comercial de Olympus Imaging Europa GmbH, 
tal como se estipula en el sitio web http://www.olympus.com. Durante un periodo de un ano de la Garantia 
Internacional el cliente puede presentar el producto a cualquier Centro de Servicio Olympus. Tenga en 
cuenta que no en todos los paises existe un Centro de Servicio Olympus. 

2. El coste del transporte del producto al establecimiento vendedor o servicio tecnico autorizado 
correra a cuenta del comprador. 

3. Por otra parte, incluso dentro del periodo de garantia, el comprador debera pagar los gastos de 
reparacion en los siguientes casos: 

(a) Cualquier defecto que se produzca debido al uso indebido (tal como una operation no 
mencionada en el Manual de Servicio.) 

(b) Cualquier defecto que se produzca debido a una reparacion, modificacion, limpieza por otros 
que no sean los servicios tecnicos Olympus. 

(c) Cualquier defecto o dano debido a un transporte no adecuado, a golpes, etc. despues de la 
compra del producto. 

(d) Cualquier defecto o dano que se produzca por incendios, terremotos, inundaciones, tempestades 
u otros desastres naturales, contamination ambiental y fuentes irregulares de tension. 

(e) Cualquier defecto que se produzca por descuido o almacenamiento inadecuado (tal como 
guardarel producto en lugares con alta temperatura y humedad, cerca de insecticidas, tales 
como naftalina, o productos quimicos nocivos, y otros), mantenimiento inadecuado, etc. 

(f) Cualquier dano que se produzca debido a pilas gastadas, etc. 

(g) Dahos producidos por penetrar arena, barro, etc. en el producto. 

(h) Cuando no se adjunte esta garantia en el momento de solicitar la reparacion. 

(i) Cuando se haya realizado cualquier modificacion en la garantia como aho, mes y fecha de 
compra, nombre del comprador, nombre del establecimiento vendedor, numero de serie etc. 

(j) Cuando el justificante de compra no sea presentado con este certificado de garantia. 

4. Esta garantia cubre solo el propio producto: otros accesorios y equipo, tal como el estuche, la 
correa, la tapa del objetivo, las pilas, etc. no son cubiertos por la misma. 

5. La responsabilidad de Olympus bajo esta garantia queda limitada unicamente a la reparacion y 
reemplazo del producto. Cualquier responsabilidad por perdida o dano indirectos o consecuentes de 
cualquier tipo que sea incurrido o sufrido por el cliente debido a un defecto del producto, y en particular 
cualquier perdida o dano ocasionado a cualquier objetivo, pelicula u otro equipo o accesorio usado 
con este producto, o ante cualquier perdida resultante de un retraso en la reparacion o perdida de 
datos, queda excluida explicitamente. Ello no afecta a las disposiciones fijadas por la ley. 

Notas relativas a las condiciones de la garantia 

1 . Esta garantia solamente sera valida si el Certificado de Garantia ha sido rellenado debidamente por Olympus 
o un concesionario autorizado o exista cualquier otro documento que contenga una prueba suficiente. Por lo 
tanto, asegurese de que su nombre, el nombre del concesionario, el numero de serie y el ano, mes y fecha 
de la compra, se encuentren todos completos y se adjunte la factura de compra/venta original (indicando el 
nombre del concesionario, la fecha de compra y tipo de producto) al Certificado de Garantia. Olympus se 
reserva el derecho de rechazar un servicio gratuito si el Certificado de Garantia es incompleto o ilegible y si 
no se adjunta el documento anteriormente citado o sus datos son incompletos o ilegibles. 

2. jjEn caso de perdida de la garantia original, esta no sera sustituida por otra!! Rogamos pues la 
guarde en un lugar seguro. 

* Para obtener information sobre la red internacional de servicio tecnico Olympus, consulte el sitio 

web http://www.olympus.com. 
Limitacion de la garantia 

Olympus no hace declaration alguna ni realiza ningun tipo de afirmaciones o garantias, ni 
explicitamente ni de forma concluyente, a traves de o con referencia al contenido de esta 
documentacion impresa o en forma de software. Tampoco puede hacerse responsable de la 
capacidad de mercado o de la idoneidad para un objetivo determinado, ni tampoco por dahos tanto 
directos como incidentes o indirectos (especialmente, pero no unicamente, a dahos devengados de 
una eventual perdida de beneficios, una interruption o perdida de datos de negocio) que se 
desprendan del uso o de la limitacion o incapacidad de uso de esta documentacion impresa o en forma 
de software. En algunos paises no esta permitido limitaro inhibirse totalmente de la responsabilidad 
procedente de este tipo de dahos, por lo cual de garantia no tendra efectos en este caso. 
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• Bitte lesen Sie dieses Handbuch vor Gebrauch Ihrer Kamera sorgfaltig durch, 
um eine einwandfreie Handhabung zu gewahrleisten. 

• Wir empfehlen Ihnen, vor wichtigen Aufnahmen Probeaufnahmen zu erstellen, 
damit Sie sich mit der Bedienung und den Funktionen der Kamera vertraut 
machen konnen. 

• Bitte beachten Sie die Sicherheitshinweise am Ende dieses Handbuchs. 

• Die Bildschirm- und Kameraabbildungen in diesem Handbuch wurden wahrend 
des Herstellungsprozesses erstellt, und konnen vom aktuellen Produkt 
abweichen. 
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Uberprufen Sie, ob die folgenden Komponenten (Verpackungsinhalt) vorhanden sind 




Digitalkamera Trageriemen LI-42B 

Lithium-lonen-Akku 




LI-40C USB-Kabel AV-Kabel OLYMPUS Master 2 

Ladegerat Software CD-ROM 

Zubehor ohne Abbildung: Erweiterte Anleitung (CD-ROM), Einfache Anleitung {dieses 
Handbuch), Garantiekarte. Der Verpackungsinhalt richtet sich nach der Region, in der Sie 
Ihre Kamera gekauft haben. 




# Ziehen Sie den Trageriemen fest, damit er sich nicht losen kann. 
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Vorbereiten der Kamera 



a. Laden Sie den Akku auf. 




Leuchte aus: Ladevorgang fertig 
(Ladezeit: ca. 5 Stunden) 



9 Beim Kauf ist der Akku noch nicht vollstandig aufgeladen. 
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Vorbereiten der Kamera 




# Legen Sie den Akku ein, 
indem Sie zuerst die mit T 
markierte Seite einlegen, so 
dass die © Markierungen in 
Richtung Akkuverriegelung 
zeigen. 

Wenn Sie den Akku nicht korrekt 
einlegen, konnen Sie ihn spater nicht 
mehr entfernen. Wenden Sie keine 
Gewalt an. Kontaktieren Sie einen 
autorisierten Handler bzw. eine 
Kundendienststelle. Schaden an der 
AuEenseite des Akkus (Kratzer usw.) 
konnen zu Hitzentwicklungen oder 
zur Explosion fuhren. 

Akkuverriegelung 

Die Akkuverriegelung in Pfeilhchtung 

schieben, um den Akku zu entfernen. 



Richten Sie die Karte wie in der 
Abbildung gezeigt aus und fuhren Sie 
diese gerade in das Kartenfach ein. 

Schieben Sie die Karte so weit ein, bis sie horbar 
einrastet. 

Drucken Sie zum Entnehmen der Karte, die 
Karte vollstandig nach innen und lassen Sie sie 
langsam los. Halten Siedann das Ende der Karte 
fest und Ziehen Sie sie hinaus. 




# Mit dieser Kamera konnen Sie Bilder sogar ohne den Einsatz einer optionalen 
xD-Picture Card™ (nachstehend als „Karte" bezeichnet) aufnehmen. Wenn 
keine xD-Picture Card eingelegt ist, werden Ihre Bilder im internen Speicher 
gespeichert. 

Einzelheiten zur Karte, finden Sie in der Erweiterten Anleitung. 
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Die Kamera einschalten 



Hier wird das Einschalten der Kamera im Aufnahmemodus erklart. 
a. Stellen Sie die Programmwahlscheibe auf rt . 

Zur Aufnahme von Einzelbildern 




(Wiedergabemodus) 



Aufnahmemodi fur Einzelbilder 



Cm 


Mit dieser Funktion konnen Sie die automatischen Einstellungen der Kamera fur 




Ihre Aufnahmen nutzen. 




Mit dieser Funktion konnen Sie die Unscharfe, die durch die Bewegung des 




Motivs oder Verwacklung der Kamera bei der Aufnahme entsteht, reduzieren. 


SCN 


Diese Funktion ermoglicht Ihnen, nach Aufnahmebedingungen ausgewahlte 




Aufnahmen zu machen. 


GUIDE 


Diese Funktion erlaubt Ihnen, Einstellungen aus den Aufnahmehinweisen 




vorzunehmen, die auf dem Bildschirm gezeigt werden. 



b. Drucken Sie die POWER-Taste. 



POWER-Taste 






J M T ZEIT 






JIMIT 






ZURUCK»8H 





Dieser Bildschirm erscheint, 
wenn Datum und Uhrzeit noch 
nicht eingestellt wurden. 



Drucken Sie zum Ausschalten der Kamera noch einmal die POWER-Taste. 



Hinweis 



Die Richtungen der Pfeiltasten (/\^7<J>) werden in der 
mitgelieferten Bedienungsanleitung durch /W7<X> angezeigt. 
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Stellen Sie das Datum und die Zeit ein 



il.L'.l.,.LII.I.IJ.IJII,.ldl.U,'JII.III.MJ.II.,iillJ.) ; |.ll..lll.l.lll.l,JJI^ 

J-M-T (Jahr-Monat-Tag) 



2 ill 



Stunde 
Minute 

Datumsformate (J-M-T, M-T-J, T-M-J) 



I 

Beendet die Einstellung. 

a. Drucken Sie die <£b>[2-Taste und die ^70-Taste zur Auswahl 
von [J]. 

• Die ersten beiden Ziffern der Jahreszahl lassen sich nicht andem. 



AH-Taste 




V0-Taste 

b. Drucken Sie die [>£ -Taste. 



m 



J M T ZEIT 
2007.—. :— J/M/T 




-Taste 



c. Drucken Sie die ZM2-Taste und die 
^70-Taste zur Auswahl von [M]. 



J M T ZEIT 
2007.11. — — :— J/M/T 



d. Drucken Sie die [>£ -Taste. 
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Stellen Sie das Datum und die Zeit ein 



e. Drucken Sie die -Taste und die 
^CD-Taste zur Auswahl von [T]. 



f. Drucken Sie die [> 4 -Taste. 

g. Drucken Sie die ZM2-Taste und die 
^70-Taste, um die Stunden und 
Minuten auszuwahlen. 

• Die Uhrzeit wird stets im 24-Stunden-Format angezeigt. 



h. Drucken Sie die [>4-Taste. 

i. Drucken Sie die Z^0-Taste und die 
'v'cD-Taste zur Auswahl von [J/M/T]. 



J M T ZEIT 
2007.11.28 — :— J/M/T 



[31 



2007.11.26 12:30: J/M/T 



EINST.* OKI 



J Ml ZEIT 
2007.11.26 12:30 <l J/M/T 



ZURUCK»11 EINST>2EJ 



j. Nachdem alle Elemente eingestellt wurden, drucken Sie die 
(g)-Taste. 

• Zur genauen Einstellung der Uhrzeit drucken Sie die @-Taste, wenn das Zeitsignal 
00 Sekunden anzeigt. 




®-Taste 
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Eine Sprache auswahlen 



a. Drucken Sie die MENU-Taste zur Anzeige des Hauptmenus. 




b. Drucken Sie die [>4-Taste zur Auswahl von [EINRICHTEN] und 
drucken Sie dann die -Taste. 

[EINRICHTEN] 














ZURUCK»BD E®3 EINST.»[OKll 





c. Drucken Sie die <£b>|2-Taste und die ^70-Taste zur Auswahl 
von und drucken Sie dann die (§)-Taste. 






iiiMetaiEra 


0 


FORMATIEREN ] 


1 


OATENSICHER. > 


B 




>DEUTSCH ) 


B 


STARTBILD 


AUS 1 




MENU MOTIV 


NORMAL 1 


IzurOck*ssd gj 


EINST.»(OK]l 





d. Verwenden Sie die Pfeiltasten, um eine 
Sprache zu wahlen, und drucken Sie 
dann die @-Taste. 

• Mit der beiliegenden OLYMPUS Master-Software konnen 
Sie Ihrer Kamera weitere Sprachen hinzufugen. Weitere 
Hinweise finden Sie in der Erweiterten Anleitung. 



ENGLISH I ITALIANO 



ESPANOL I NEDERLANDS 



ZURUCK»HD @ EINST.»[OKl 
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Ein Bild aufnehmen 



a. Halten der Kamera. 

Querformat Hochformat 




Die Anzahl der speicherbaren 
Einzelbilder wird angezeigt. 



Wenn die griine LED aufleuchtet, sind 
Scharfe und Belichtungswerte 
gespeichert. Die Verschlusszeit und der 
Blendenwert werden angezeigt. 

c. Aufnehmen. 
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Bilder anzeigen 



a. Stellen Sie die Programmwahlscheibe auf H- 




a. Drucken Sie die <]^-Taste und die [>4 -Taste, um das zu 
loschende Bild anzuzeigen. 

b. Drucken Sie die flF-V'jfjf -Taste. 




c. Drucken Sie die Z^^-Taste, um [JA] auszuwahlen, und drucken 
Sie die ©-Taste zum Loschen des Bildes. 
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Grundlegende Bedienung 



) 



Verwenden Sie diese Tasten im Aufnahmemodus, urn schnell zu einigen der 
haufiger benutzten Funktionen zu gelangen. 



© <]&-Taste (Nahaufnahmemodus) 

Im Nahaufnahme-, Supernahaufnahme- Oder S-Makro LED-Modus konnen Sie 
Nahaufnahmen (z. B. von einer Blume) erstellen. 
0 Z^0-Taste (Belichtungskorrektur) 

Mit dieser Einstellung konnen Sie ein Bild iiberbelichten (+) Oder unterbelichten (-). 
Wahlen Sie mit den Pfeiltasten das Bild mit den gewunschten Einstellungen, und 
drucken Sie ®, 




0 [> £ -Taste (Blitzmodus) 

Sie konnen aus 4 Blitzmodi auswahlen: Auto-Blitz, Blitz mit Rote-Augen-Effekt- 
Reduzierung, Aufhellblitz Oder zwangsabgeschalteter Blitz. 

O ^70-Taste (Selbstausloser) 

Wahlen Sie den Selbstausloser, wenn Sie die Aufnahme urn circa 12 Sekunden 
nach Drucken des Auslosers verzogern mochten. 
0 (§)-Taste (OK/FUNC) 

Zeigt das Funktionsmenu an und stellt die Funktionen ein, die im Aufnahmemodus 
oft benutzt werden. 

Aktiviert auch die Einstellungen von Meniipunkten. 
0 MENU-Taste (MENU) 

Diese Taste drucken, urn das Hauptmenu anzuzeigen. 
O H/fl-Taste 

Drucken Sie die [►l-Taste im Aufnahmemodus, urn zum Wiedergabemodus zu 
wechseln und das zuletzt aufgenommene Bild anzuzeigen. 



Drucken Sie die Si!' -Taste im Aufnahmemodus, urn die Shadow Adjustment 
Technology (Gegenlichtkorrektur) zu aktivieren bzw. zu deaktivieren. Mit dieser 
Funktion erscheint das Gesicht des Motivs, auch bei Gegenlicht, heller. 
Halten Sie die fi? ? /^-Taste im Aufnahmemodus gedriickt, urn ein Hilfs-Display 
einzublenden, welches Ihnen die Tastenanordnung auf der Kamera anzeigt. 
0 DISP./©/H-Taste 

Blenden Sie durch wiederholtes Drucken der DISP./©/ << -Taste die Hilfslinien zur 
Verbesserung der Bildkomposition und das Histogramm ein. Wahlen Sie einen 
Menupunkt aus und drucken Sie die DISP./©/~<i -Taste, urn eine Erklarung zu dieser 
Funktion anzuzeigen. 




0 





0 #/tf-Taste 
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Diese Funktion erlaubt Ihnen, den SCN-Modus (Motivprogramm)je nach Motivzu 
verandern. 

O Stellen Sie die Programmwahlscheibe auf SCN 

0 Drucken Sie £^\7, urn ein Motivprogramm auszuwahlen, und drucken Sie 
anschlieBend @. 





Programmwahlscheibe 
MENU -Taste 
©-Taste 
A V -Taste 



Aufnahme SCN (Aufnahmesituation) Modi 



• PORTRAT 


• SELBSTPORTRAT 


AUFN. &AUSW. 1 


• LANDSCHAFT 


• NATURL. LICHT 


AUFN. &AUSW. 2 


• LAND./PORTRAT 


• SONNENUNTERGANG • 


SAND + SCHNEE 


• NACHTAUFNAHME 


• FEUERWERK 


UNTERWASSER FOTO 


• NACHT+PERSON 


• SPEISEN 


UNTERWASSER-WEITW.1 


• SPORT 


• VITRINE 


UNTERWASSER-WEITW.2 


• INNENAUFNAHME 


• DOKUMENTE 


UNTERWASSER-MAKRO 


• KERZENLICHT 


• AUKTION 





Nahaufnahmemodu 




itt Mit diesem Modus konnen Sie Aufnahmen mit einem Abstand von nur 20 cm 

(beim Auszoomen eines Motivs) und einem Abstand von nur 30 cm (beim 

Einzoomen eines Motivs) zum Motiv erstellen. 
s % Mit diesem Modus konnen Sie Nahaufnahmen mit einer Entfemung von lediglich 

7 cm zu Ihrem Motiv erstellen. Die Position des Zooms ist im s ft-Modus fest 

eingestellt. Wenn der Abstand zwischen der Kamera und dem Gegenstand 

grofter als 50 cm ist, ist das Bild unscharf. 
stf Die LED-Leuchte leuchtet im Super-Nahaufnahmemodus bei einem Abstand von 

7 cm bis 20 cm vom Objektiv auf. Drucken Sie den Ausloser halb nach unten, urn 

die LED-Leuchte einzuschalten. 



O Drucken Sie auf <]Ji. 

0 Drucken Sie auf £>^7 zur Auswahl von [ s %] Oder [stf ] und drucken Sie 
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© Drucken Sie auf ^70. Selbstausloser-LED 

0 Drucken Sie auf um [0 EIN] auszuwahlen. 

Drucken Sie dann auf©. 

0 Drucken Sie den Ausloser vollstandig nach unten, um 
die Aufnahme zu erstellen. 

• Die Selbstausloser-LED leuchtet nach dem Drucken des 
Auslbsers fur ca. 1 0 Sekunden und wechselt dann auf ein Blinksignal. Die Aufnahme 
erfolgt nach ungefahr 2 Sekunden blinken. 

O Drucken Sie auf 0^. 

0 Drucken Sie ^^7, um den Blitzmodus auszuwahlen. Drucken Sie 
anschlieRend auf @. 



0 Drucken Sie den Ausloser halb nach unten. 

• Wenn der Blitz auslosebereit ist, leuchtet die ^-Markierung. 

O Drucken Sie den Ausloser vollstandig nach unten, um die Aufnahme zu erstellen. 



Symbol 


Blitzmodus 


Beschreibung 


Keine 
Anzeige 


Automatische 
Blitzabgabe 


Bei niedriger Umgebungshelligkeit Oder starkem 
Gegenlicht lost der Blitz automatisch aus. 


<§> 


Blitz mit Rote- 
Augen-Effekt- 
Reduzierung 


Der Blitzmodus mit Rote-Augen-Effekt-Reduzierung 
mindert dieses Phanomen erheblich, indem er vor dem 
eigentlichen Blitz mehrere Vorblitze aussendet. 




Aufhellblitz 


Der Blitz wird unabhangig von der aktuellen 
Umgebungslichtsituation ausgelost. 


© 


Zwangsabge- 
schalteter Blitz 


Die Blitzabgabe unterbleibt. 




( ) 

• Um Akkustrom zu sparen, wechselt die Kamera automatisch in den Sleep- 
Modus, wenn im Aufnahmemodus innerhalb von 3 Minuten kein Bedienschritt 
erfolgt. Reaktivieren Sie die Kamera, indem Sie den Ausloser Oder die Zoom- 
Taste drucken. 

• Wenn innerhalb von 1 5 Minuten kein Bedienschritt erfolgt, wechselt die Kamera 
automatisch in den Sleep-Modus, wobei das Objektiv eingefahren und die 
Kamera abgeschaltet wird. Schalten Sie die Kamera erneut ein, um mit der 
Bedienung fortzufahren. 
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Menus und Einstellungen 



O Drucken Sie MENU, um das Hauptmenij anzuzeigen. 




|ZURUCK»@B GfjEl EINST. »[QK|| 



Hauptmenij im Aufnahmemodus 

0 Verwenden Sie die Pfeiltasten (£^7<][>) zur Auswahl der Meniipunkte und 
drucken Sie anschlieftend zur Bestatigung auf @. 

■ BILDQUAL. 

Stellen Sie die Bildqualitat Ihrer Aufnahme gemali des geplanten 
Verwendungszwecks ein. 

■ RUECKST. 

Setzt die veranderten Aufnahmefunktionen wieder auf die 
Standardeinstellungen zuruck. 

■ KAMERAMENU 

Verschiedene Aufnahmeeinstellungen einstellen. 

■ EINRICHTEN 

Stellen Sie Datum und Zeit, Sprache, Ausloserton usw. ein. 

■ SCN (Aufnahmesituation) 

Wenn der Modus SCN eingestellt ist, wahlen Sie ein Programm, das dem 
Motiv und den Aufnahmebedingungen entspricht. 

■ LAUTLOS MODUS 

Hiermit konnen Sie die Bediengerausche wahrend der Aufnahme und der 
Wiedergabe, Warnsignale, Auslosertone usw. stumm schalten. 



c 



Alle Bilder loschen 



Wahlen Sie im Hauptmenij des 
Wiedergabemodus [LOSCHEN] -> [ALLES 
LOSCHEN] aus und drucken Sie dann auf (J 

Wahlen Sie [JA] und drucken Sie dann auf ( 
• Alle Bilder werden geloscht. 



3 



ZURUCK»ES m EINST>'OKl 
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Die Kamera anschlieften 



Wiedergabe auf ein 



Verwenden Sie das der Kamera beiliegende AV-Kabel, wenn Sie Ihre Aufnahmen 
auf einem Fernsehgerat wiedergeben mochten. Es konnen sowohl Einzelbilder als 
auch Filme wiedergegeben werden. 

© Vergewissern Sie sich, dass Fernseher und Kamera ausgeschaltet sind. 
Verbinden Sie anschlieliend das AV-Kabel mit dem Multi-Connector der 
Kamera und dem Videoeingang des Fernsehgerats. 




Buchsenabdeckung AV-Kabel (beiliegend) 



De 



0 Schalten Sie das Fernsehgerat ein und stellen Sie den Videokanal ein. 

• Weitere Informationen zum Video-Eingangskanal finden Sie in der 
Bedienungsanleitung Ihres Fernsehgerats. 

0 Stellen Sie die Programmwahlscheibe auf (3 und schalten Sie anschlieliend 
mit der POWER-Taste die Kamera ein. 

• Diezuletzt erstellte Aufnahme wird auf dem Fernsehgerat wiedergegeben. Verwenden 
Sie die Pfeiltasten fur die Bildauswahl. 
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■■nni^^Hinni!HiwiaBunnFH^ 

Mit dem der Kamera beiliegenden USB-Kabel konnen Sie die Kamera direkt an 
einen PictBridge-kompatiblen Drucker zum Drucken anschliefien. 
O Rufen Sie das Bild, das Sie ausdrucken mochten, im Wiedergabemodus auf 
dem Monitor auf. 

0 Schliefien Sie das eine Ende des mitgelieferten USB-Kabels an den Multi- 
Connector der Kamera an und das anderer Ende an den USB-Anschluss des 
Druckers. 
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Bilder ubertragen 



a. Software installieren. 



o 

0 Windows: 



Legen Sie die OLYMPUS Master 2 
CD-ROM ein. 



Klicken Sie auf die 
Schaltflache„OLYMPUS 
Master 2". 
Macintosh: Doppelklicken Sie auf 
das Symbol „Setup". 

Folgen Sie jetzt einfach den 
Anweisungen auf dem Bildschirm. 







b. Die Kamera an einen Computer anschliefien. 

© Schliefien Sie die Kamera mit dem USB-Kabel (im Lieferumfang 
enthalten) an den Computer an. 
• Der LCD-Monitor schaltet sich automatisch ein. 



Multi-Connector 




Buchsenabdeckung 



0 Wahlen Sie [PC] auf dem LCD-Monitor 
und drucken Sie dann (ft). 



i Die Kamera wird jetzt vom PC als 
Wechseldatentrager erkannt. 



EINF. UKUUK 

INDIVID. DRUCK ~ 
SCHLIESSEN ~ 

jj3 EINST>[OKl 
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c. Bilder auf den Computer ubertragen. 



O Nachdem Sie die Kamera 

angeschlossen haben, offnen Sie 
die OLYMPUS Master-Software. 

0 Klicken Sie auf „Bilder 

ubertragen" ~.i im Browser- 
Fenster und dann auf „Von 
Kamera" Vj, . 

0 Folgen Sie jetzt einfach den 
Anweisungen auf dem Bildschirm 



De 



Tipps 



• Ausfuhrliche Informationen zum Einrichten und Gebrauch der Kamera erhalten 
Sie im Handbuch „Erweiterte Anleitung" Ihrer Kamera, das Sie auf der 
mitgelieferten CD-ROM finden. 

• Weitere Hilfe finden Sie auch in der Datei „Hilfe" der OLYMPUS Master- 
Software. 
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Schaltflache „Bilder ubertragen" 













't- 






■imBiini 















OLYMPUS Master-Software 



OLYMPUS Master-Software: Mit dieser Software konnen Sie 
Bilder von der Kamera herunterladen, ansehen, verwalten, 
retuschieren, per E-Mail versenden sowie Ihre Digitalbilder und 
Filme ausdrucken und noch viel mehr! 




#Systemanforderungen 



Betriebssystem 


Windows 2000 Professional/XP/Vista Oder Mac OS X 
(v1 0.3 Oder hoher) 


CPU 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/Duo 
1,5 GHz Oder hoher 


RAM 


256 MB Oder mehr 


Festplatte 


500 MB Oder mehrfreier Festplattenspeicher 


Anschluss 


USB-Anschluss/IEEE 1394-Anschluss 


Monitor 


1.024 x 768 Pixel Auflosung Oder mehr bei mindestens 65.536 
Farben (Windows) bzw. 32.000 Farben (Macintosh) 
(16.770.000 Farben Oder mehr empfohlen) 


Sonstiges 


Internet Explorer 6 Oder hoher (Windows), Safari 1 .0 Oder hoher, 
QuickTime 6 Oder hoher (Macintosh) 



Aktuelle Informationen finden Sie auf der Olympus-Website unter 
(http://www.olympus.com/) 




Benutzer-Registrierung 



Registrieren Sie Ihre Kamera beim Installieren der OLYMPUS Master- 
Software, urn Ihre Garantie zu aktivieren, Benachrichtigungen uber 
Updates zur Software- und Kamera-Firmware zu erhalten und vieles mehr. 
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Technische Daten 



>Kamera 



Produkttyp 
Aufnahmesystem 
Einzelbilder 

Gultige Standards 

Tonaufzeichnung bei 
Einzelbildern 
Filme 
Speicher 

Anzahl der speicherbaren 

Einzelbilder 

(bei vollstandig 

aufgeladenem Akku) 

Anzahl der effektiven Pixel 

Bildwandler 

Objektiv 

Belichtungsmessung 

Verschlusszeit 

Aufnahmebereich 



LCD-Monitor : 

Blitzladebetrieb : 

Anschlussbuchsen : 

Automatisches Kalendersystem : 
Wasserfestigkeit 

Typ : 

Bedeutung : 

Staubfestigkeit : 

Umgebungsbedingungen 

Temperatur : 

Luftfeuchtigkeit : 
Spannungsversorgung 

Abmessungen : 

Gewicht : 



Digitalkamera (zur Bildaufzeichnung und -anzeige) 

Digitale Aufnahme, JPEG (in Ubereinstimmung mit der 
„Design Rule for Camera File System" (DCF)) 

Exif 2.2, Digital Print Order Format (DPOF), PRINT Image Matching III, 

PictBridge 

Wave-Audioformat 

AVI Motion JPEG 
Interner Speicher 

xD-Picture Card, 16 MB bis 2 GB (TypeH/M, Standard) 
Ca. 200 

(gemafi CIPA-Standard fur Batterieleistungsmessung) 



7.110.000 Pixel 

1/2,33 Zoll CCD-Chip (primarer Farbfilter), 7.380.000 (brutto) 

Olympus-Objektiv 6,7 bis 20,1 mm, f3,5 bis 5,0 

(entspricht einem 38 bis 114 mm Objektiv an einer 35 mm-Kamera) 

Digital-ESP-Messung, Spotmessung 

4 bis 1/1000 Sek. 

0,5 m bis oo (W/T) (normale Aufnahme) 

0,2 m bis oo (W), 0,3 m bis oo (T) (Nahaufnahmemodus) 

0,07 m bis 0,5 m (nur W) (Super-Nahaufnahmemodus/S-Makro LED- 

Modus) 

2,5 Zoll TFT Farb-LCD-Monitor mit 230.000 Pixeln 
Ca. 6 Sek. (bei vollstandiger Entladung des Blitzes bei 
Raumtemperatur mit einem vollstandig aufgeladenen Akku) 
Multi-Connector (Gleichspannungseingang (DC-IN), 
USB-Anschluss, AN OUT-Eingang) 
2000 bis 2099 

Entspricht der Veroffentlichung zum lEC-Standard 529 1PX8 (unter 
OLYMPUS-Testbedingungen), verwendbar in 3 m Wassertiefe 
Die Kamera kann unter Wasser bei einem bestimmten Wasserdruck 
normal verwendet werden. 

Entspricht der Veroffentlichung zum lEC-Standard 529 IPX6 (unter 
OLYMPUS-Testbedingungen) 

-10°C bis 40°C (Betrieb), 

-20X bis 60°C (Lagerung) 

30% bis 90% (Betrieb)/10% bis 90% (Lagerung) 

Ein Olympus Lithium-lonen-Akku (LI-42B/LI-40B) oder ein Olympus 

Netzteil 

93,6 mm (B) * 60,9 mm (H) x 21,3 mm (T) ohne 

Gehausevorsprunge 

136 g (ohne Akku und Karte) 



Die „Shadow Adjustment Technology"-Funktion (Gegenlichtkorrektur) enthalt von Apical 
Limited patentierte Technologie. 



apical 
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tLithium-lonen-Akku (LI-42B) 



Produkttyp 
Standardspannung 
Standardkapazitat 
Akkulebensdauer 
Umgebungsbedingungen 
Temperatur 



Abmessungen 
Gewicht 



Wiederaufladbarer Lithium-lonen-Akku 
Gleichspannung 3,7 V 
740 mAh 

Ca. 300 mal vollstandig aufladbar (je nach Verwendung) 

0°C bis 40°C (Aufladevorgang)/ 
-10°C bis 60°C (Betrieb)/ 
-20°C bis 35°C (Lagerung) 
31,5 x 39,5 x 6 mm 
Ca. 15 g 



>Ladegerat (LI-40C) 



Netzversorgung 

Ausgang 
Aufladezeit 

Umgebungsbedingungen 
Temperatur 

Abmessungen 
Gewicht 



Wechselstrom 100 bis 240 V (50 bis 60 Hz) 
3,2 VA (100 V) bis 5,0 VA (240 V) 
Gleichspannung 4,2 V, 200 mA 
Ca. 5 Stunden 

0°C bis 40°C (Betrieb)/ 
-20°C bis 60°C (Lagerung) 
62 x 23 » 90 mm 
Ca. 65 g 



^Verwendung bei niedrigen Temperaturen 



Die einwandfreie Funktion der optionalen Olympus xD-Picture Card und des Lithium-lonen-Akkus 
wird fur niedrige Temperaturen von bis zu 0°C garantiert. Das nachfolgende Zubehor wurde jedoch 
fur die Verwendung mit dieser Kamera bei Temperaturen von bis zu -10°C getestet. 

Olympus xD-Picture Card 



16MB 32MB 64MB 128MB 256 MB 512MB 1GB 2 GB 
Standard ✓✓✓✓✓✓ 
TypeM ^^^^ •/ s s s 

TypeH ' ' / / 

/ : Verwendung bestatigt 

Olympus Lithium-lonen-Akku 

LI-42B 
LI-40B 

• Bei niedrigen Temparaturen kann die Anzahl der speicherbaren Einzelbilder verringert werden. 



Design und technische Daten konnen ohne Vorankiindigung geandert werden. 
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Sicherheitshinweise 



Wichtige Informationen zu Wasser- und 
Stossfestigkeitseigenschaften 



Wasserfestigkeit: Die Wasserfestigkeit wird garantiert* 1 fur Tiefen bis zu 3 m fur 
maximal eine Stunde. Die Wasserdichtheit kann beeintrachtigt werden, wenn die 
Kamera extremen Oder Cibermaftig starken Stolen ausgesetzt wird. 
StoBfestigkeit: Die Stofifestigkeit wird garantiert* 2 gegen Stofie, denen die digitale 
Kompaktkamera im taglichen Gebrauch ausgesetzt ist. Die Stofifestigkeit schutzt nicht 
unbedingt vor beliebigen Fehlfunktionen Oder kosmetischen Schaden. Kosmetische 
Schaden, wie zum Beispiel Kratzer und Beulen, sind von der Garantie ausgeschlossen. 
Wie bei jedem elektronischen Gerat sind die richtige Pflege und Wartung erforderlich, 
damit die Zuverlassigkeit und Funktionstuchtigkeit der Kamera erhalten bleibt. Urn die 
Kamera in gutem Zustand zu halten, bringen Sie die Kamera bitte nach grolieren Stolen 
zum nachstgelegenen von Olympus autorisierten Kundendienst zur Uberprufung. Falls 
die Kamera durch fehlende Pflege Oder Missbrauch beschadigt wird, sind die Kosten fur 
eine Wartung Oder Reparatur der Kamera nicht durch die Garantie abgedeckt. Weitere 
Informationen zur Garantie finden Sie auf der Olympus-Website fur Ihre Region. 
Bitte beachten Sie folgende Pflegehinweise fur die Kamera. 

Vor Gebrauch: 

• Uberprufen Sie die Kamera auf Fremdmaterial, einschliefilich Schmutz, Staub Oder Sand. 

• Stellen Sie sicher, dass der Akku-/Kartenfachdeckel und die Buchsenabdeckung fest 
geschlossen sind, so dass jedes Schloss mit einem Klicken einrastet. 

• Offnen Sie den Akku-/Kartenfachdeckel und die Buchsenabdeckung nicht mit nassen 
Handen, unter Wasser Oder in einerfeuchten oderstaubigen Umgebung (z.B. am Strand). 

Nach Gebrauch: 

• Wischen Sie nach dem Gebrauch unter Wasser verbliebenes Wasser und Schmutz ab. 

• Tauchen Sie die Kamera nach Gebrauch unter Seewasser etwa 10 Minuten lang in 
einen Behalter mit Sufiwasser (wobei Akku-/Kartenfachdeckel und 
Buchsenabdeckung fest geschlossen sind). Lassen Sie die Kamera anschlieftend im 
Schatten bei guter Beluftung trocknen. 

• Es konnen Wassertropfen auf der Innenseite des Akku-/Kartenfachdeckels und 
der Buchsenabdeckung auftreten, wenn Sie sie offnen. Falls Wassertropfen 
vorhanden sind, achten Sie darauf, diese vor Gebrauch der Kamera 
abzuwischen. 

Hinweise zum Gebrauch 

• Fremdmaterial kann die Funktion des Objektivdeckels beeintrachtigen, wenn die 
Kamera in einem Klima, das Fremdmaterial einschliefilich Schmutz, Staub Oder Sand 
enthalt verwendet wurde. Dadurch kann es dazu kommen, dass der Objektivdeckel 
nicht problemlos schliefit. 

Wenn Sie die Kamera unter derartigen Bedingungen verwenden, kann das Objektiv 
beschadigt werden Oder der Objektivdeckel kann verkleben und einen Ausfall 
verursachen. Urn dies vermeiden, reinigen Sie die Kamera nach derfolgenden 
Methode. 
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© Legen Sie den Akku ein und schlielien Sie den 
Akku-/Kartenfachdeckel und die 
Buchsenabdeckung test, so dass jedes 
Schloss wiederrum mit einem Klicken 
einrastet. 

@ Fullen Sie einen Behalter mit Sufiwasser, 
tauchen Sie die Kamera mit der 
Objektivoberflache untenliegend ein, und 




bewegen Sie die Kamera. 
© Drucken Sie die POWER-Taste mehrmals unter Wasser und schliefien/offnen 

dadurch den Objektivdeckel wiederholt. 
© Bewegen Sie die Kamera weiter mit kreisenden Bewegungen und geoffnetem 
Objektivdeckel. 

Fiihren Sie die Schritte © bis © durch und uberprufen Sie dann, ob der Objektivschutz 
sich leicht bewegen lasst. 

Wenn der der Objektivschutz sich nicht reibungslos bewegen lasst, spulen Sie die 
Objektivoberflache ab, indem Sie sie direkt unter einen kraftigen Leitungswasserstrahl 
halten und die POWER-Taste mehrmals drucken. 

Aufbewahrung und Pflege 

• Bewahren Sie die Kamera nicht in einer Umgebung mit hohen Temperaturen (40°C 
Oder mehr) Oder niedrigen Temperaturen (-10°C Oder weniger) auf. Nichtbeachten 
kann die Wasserfestigkeit beeintrachtigen. 

• Verwenden Sie keine Reinigungs-, Rostschutz-, Antibeschlag-, Reparaturmittel usw. 

• Nichtbeachten kann die Wasserfestigkeit beeintrachtigen. 

• Lassen Sie die Kamera nicht fur lange Zeit im Wasser liegen. Nichtbeachten fuhrt zu 
Beeintrachtigung des Aussehens und/oder der Wasserfestigkeit der Kamera. 

• Lassen Sie daruber hinaus kein Wasser direkt aus dem Wasserhahn iiber die Kamera laufen. 

• Um die Wasserfestigkeit zu erhalten, ist es wie bei jedem Unterwassergehause 
empfehlenswert, die wasserdichte Verpackung (und die Dichtungen) jahrlich 
auszutauschen. 

Olympus-Vertriebspartner Oder Kundendienststellen, bei denen die 
wasserdichte Verpackung ausgetauscht werden kann, besuchen Sie die 
Olympus-Website fur Ihre Region. 

Schlieften des Akku-/Kartenfachdeckels und der Buchsenabdeckung 




Buchsenabdeckung 



Hinweis: Die Stoft- und Wasserfestigkeit gilt nicht fur das im Lieferumfang enthaltene 
Zubehor (z.B. Ladegerat). 

*1 wie von Olympus-Druckprufgeraten entsprechend der Veroffentlichung zum IEC- 
Standard 529 IPX8 ermittelt - Dies bedeutet, dass die Kamera unter Wasser bei 
einem bestimmten Wasserdruck normal verwendet werden kann. 

*2 Diese StoUfestigkeit wurde unter Olympus-Testbedingungen nach MIL-STD-810F, 
Methode 516.5, Verfahren IV (Transit-Falltest) ermittelt. Weitere Informationen zu den 
Testbedingungen von Olympus finden Sie auf der Olympus-Website fur Ihre Region. 
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A 



VORSICHT 



STROMSCHLAGGEFAHR 
NICHT OFFNEN 



A 



VORSICHT: ZUR VERMEIDUNG VON STROMSCHLAGEN NIEMALS 
DAS GEHAUSE (ODER DIE GEHAUSERUCKSEITE) ENTFERNEN. DIESES 
PRODUKT ENTHALT KEINERLEI BENUTZERSEITIG ZU WARTENDE TEILE. 
UBERLASSEN SIE WARTUNGSARBEITEN QUALIFIZIERTEM FACHPERSONAL. 



A 

GEFAHR 
ACHTUNG 
^ VORSICHT 



Das Ausrufungszeichen im Dreieck verweist auf wichtige Handhabungs- und 
Wartungsanweisungen in der zu diesem Produkt gehorigen Benutzerdokumentation. 



Die Nichtbeachtung der zu diesem Warnsymbol gehorigen Informationen kann schwere 
Verletzungen mit Todesgefahr zur Folge haben! 



Die Nichtbeachtung derzu diesem Warnsymbol gehorigen Informationen kann Verletzungen 
mit Todesgefahr zur Folge haben! 



Die Nichtbeachtung der zu diesem Warnsymbol gehorigen Informationen kann leichte 
Verletzungen, Sachschaden sowie den Verlust von gespeicherten Daten zur Folge haben! 



ACHTUNG! 

DIESES PRODUKT NIEMALS NASSE AUSSETZEN, AUSEINANDER NEHMEN ODER BEI HOHER FEUCHTE 
BETREIBEN. ANDERNFALLS BESTEHT FEUER- UND STROMSCHLAGGEFAHR. 



Allgemeine Vorsichtsmaftregeln 



Die Benutzerdokumentation sorgfaltig lesen — Vor dem Gebrauch dieses 

Produktes erst die Bedienungsanleitung lesen. Bewahren Sie alle 

Benutzerhandbucher und Dokumentationen zum spateren Nachschlagen auf. 
Reinigung — Vor der Reinigung dieses Produktes das Netzteil abtrennen. Zur 

Reinigung ein befeuchtetes Tuch verwenden. Niemals Losungsmittel, sich 

verfluchtigende Oder organische Reinigungsmittel verwenden. 
Zubehor — AusschlieRlich von Olympus empfohlenes Zubehor verwenden. 

Andernfalls kann dieses Produkt schwer beschadigt und eine 

Verletzungsgefahr nicht ausgeschlossen werden. 
Nasse und Feuchtigkeit — Die Sicherheitshinweise zu spritzwasserfesten 

Produkten finden Sie im entsprechenden Abschnitt des Referenzhandbuchs. 
Standort — Urn Schaden an der Kamera zu vermeiden, sollten Sie die Kamera 

test auf ein stabiles Stativ, Gestell Oder auf einer Halterung befestigen. 
Stromversorgung — Es durfen ausschlierilich geeignete Stromquellen 

entsprechend des am Produkt angebrachten Typenschildes verwendet werden. 
Blitzschlag — Bei Netzbetrieb mit einem Netzteil muss dieses sofort von der 

Netzsteckdose abgetrennt werden, wenn ein Gewitter auftritt. 
Fremdkorper — Darauf achten, dass keine metallischen Gegenstande in das 

Produktinnere gelangen. Andernfalls konnen Sie Verletzungen davontragen. 
Hitze — Dieses Produkt niemals in der Nahe von Hitze abstrahlenden 

Vorrichtungen (wie Heizkorper, Ofen, Beliiftungsoffnungen etc.) und Geraten 

(z. B. Hochleistungsverstarker etc.) betreiben Oder aufbewahren. 
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Sicherheitshinweise bei der Kamerahandhabung 



A ACHTUNG 

# Die Kamera niemals in der Nahe von entflammbaren Oder explosiven 
Gasen verwenden. 

# Richten Sie niemals den Blitz Oder die LED (Leuchtdiode) aus geringer 
Entfernung auf Personen (insbesondere Kleinkinder Oder Sauglinge usw.). 

• Sie mussen mindestens 1 m vom Gesicht einer Person entfemt sein. Andemfalls 
kann die Blitzabgabe eine vorubergehende Einschrankung der Sehfahigkeit 
verursachen. 

# Kinder und Kleinkinder von der Kamera fernhalten. 

• Die Kamera stets so verwenden und aufbewahren, dass Kinder keinen Zugriff haben 
konnen. In den folgenden Fallen besteht die Gefahrvon schweren Verletzungen: 

• Strangulierungs- und Erstickungsgefahr durch den Trageriemen der Kamera. 

• Versehentliches Verschlucken von Akkus, Speicherkarten Oder sonstigen kleinen Teilen. 

• Versehentliches Auslosen des Blitzes bei zu geringem Augenabstand. 

• Verletzungen durch bewegliche Teile der Kamera. 

# Niemals die Kamera auf extrem helle Lichtquellen (Sonne, Scheinwerfer 
usw.) richten. 

# Die Kamera niemals an Orten verwenden, die starker Staubeinwirkung 
oder hoher Feuchtigkeit ausgesetzt sind. 

# Den Blitz bei der Blitzabgabe nicht beruhren oder verdecken. 

A VORSICHT 

# Die Kamera niemals verwenden, wenn an ihr ungewohnliche Gerausche 
bzw. Geruchs- oder Rauchentwicklung festgestellt werden. 

• Es besteht Feuergefahr und Sie konnen Brandverletzungen davontragen. 

# Die Kamera niemals an Orten aufbewahren, an denen hohe 
Temperaturen auftreten konnen. 

• Andemfalls kann es zu emsthaften Schaden an der Kamera kommen und die 
Kamera kann in Einzelfallen Feuerfangen. Niemals ein Ladegerat oder Netzteil 
betreiben, wenn dieses abgedeckt ist (z. B. durch eine Stoffdecke usw.). 
Andemfalls kann Uberhitzung mit Brandgefahr auftreten. 

# Die Kamera stets vorsichtig handhaben, um leichte Hautverbrennungen 
zu vermeiden. 

• Falls die Kamera Metallteile enthalt, kann es bei Uberhitzung zu leichten 
Hautverbrennungen kommen. Achten Sie bitte auf die folgenden Punkte: 

• Die Kamera erwarmt sich bei langerem Gebrauch. Wenn Sie die Kamera in 
diesem Zustand beruhren, kann es zu leichten Hautverbrennungen kommen. 

• Bei der Einwirkung extrem niedriger Temperaturen kann die Temperatur des 
Kameragehauses unterhalb der Umgebungstemperatur liegen. Bei extrem 
niedrigen Umgebungstemperaturen sollten daher Handschuhe getragen 
werden, wenn die Kamera gehandhabt wird. 

# Den Trageriemen vorsichtig handhaben. 

• Handhaben Sie den Trageriemen vorsichtig, wenn Sie die Kamera tragen. Er 
kann sich an hervorstehenden Gegenstanden verfangen und dadurch schwere 
Schaden verursachen. 

# Beruhren Sie die Metallteile der Kamera nicht fur langere Zeit bei 
niedrigen Temperaturen. 

• Hierdurch kann es ggf. zu Verletzungen an der Haut kommen. Benutzen Sie die 
Kamera bei niedrigen Temperaturen mit Handschuhen. 
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Sicherheitshinweise bei der Akkuhandhabung 



Bitte beachten Sie diese wichtigen Richtlinien, um das Auslaufen von 
Batteriefliissigkeit sowie das Uberhitzen, Entzunden oder Platzen des 
Akkus und/oder Stromschlage und Verletzungen zu vermeiden. 



A GEFAHR 

• Die Kamera arbeitet mit einem von Olympus spezifizierten Lithium-lonen-Akku. 
Laden Sie den Akku vor Gebrauch mit dem Ladegerat vollstandig auf. In keinem 
Fall darf ein ungeeignetes Ladegerat verwendet werden. 

• Akkus niemals stark erwarmen oder verbrennen. 

• Akkus stets so transportieren oder aufbewahren, dass sie nicht in Beruhrung mit 
metallischen Gegenstanden (wie Schmuck, Buroklammern, Nagel usw.) kommen. 

• Akkus niemals an Orten aufbewahren, die direkter Sonneneinstrahlung oder 
hoher Aufheizung durch Sonneneinstrahlung (z. B. im Inneren eines 
Fahrzeugs) oder durch eine Heizquelle usw. ausgesetzt sind. 

• Sorgfaltig alle Vorschriften zur Akkuhandhabung beachten. Andernfalls kann es 
zum Auslaufen von Batteriefliissigkeit oder zu Schaden an den Batteriepolen 
kommen. Niemals Akkus zerlegen, umbauen oder die Batteriepole verloten. 

• Falls Batteriefliissigkeit mit Ihren Augen in Beruhrung kommt, die Augen sofort 
mit klarem Wasser spulen und sofort einen Augenarzt aufsuchen. 

• Akkus stets so aufbewahren, dass Kinder keinen Zugriff haben konnen. Falls 
ein Kind einen Akku verschluckt, sofort einen Arzt aufsuchen. 

A ACHTUNG 

• Akkus stets trocken halten. 

• Ausschlielilich fur die Verwendung mit diesem Produkt empfohlene Akkus 
verwenden. Andernfalls kann Batteriefliissigkeit austreten oder der Akku kann 
sich uberhitzen, entzunden oder explodieren. 

• Den Akku vorsichtig, wie in der Bedienungsanleitung beschrieben, einlegen. 

• Falls die Akkus nicht innerhalb der zulassigen Zeitspanne aufgeladen werden 
konnen, den Ladevorgang abbrechen und diese Akkus nicht verwenden. 

• Niemals einen Akku verwenden, der Risse aufweist oder anderweitig beschadigt ist. 

• Falls wahrend des Gebrauchs an Akkus Farb-, Form- oder sonstige 
Veranderungen festgestellt werden, die Kamera nicht weiter verwenden. 

• Falls Batteriefliissigkeit an der Haut oder Kleidung haften bleibt, die Kleidung 
entfernen und die betroffenen Stellen sofort mit klarem Wasser reinigen. Falls 
Hautverbrennungen auftreten, sofort einen Arzt aufsuchen. 

• Akkus niemals heftigen Erschiitterungen oder lang dauernden Vibrationen aussetzen. 

A VORSICHT 

• Den Akku vor dem Einlegen stets auf Leeks, Verfarbungen, Verformungen oder 
sonstige Beeintrachtigungen iiberpriifen. 

• Der Akku kann sich bei langerem Gebrauch stark erwarmen. Nach dem 
Gebrauch der Kamera erst etwas warten, ehe der Akku entnommen wird. 
Andernfalls besteht die Gefahr von leichten Hautverbrennungen. 

• Wenn die Kamera fur langere Zeit gelagert werden soil, unbedingt erst den Akku 
entnehmen. 
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Fur Kunden in Europa 

Das (CE)-Zeichen bestatigt, das dieses Produkt mit den europaischen 
Bestimmungen furSicherheit, Gesundheit, Umweltschutz und Personenschutz 
iibereinstimmt. Mit dem (CE)-Zeichen versehene Kameras sind fur den 
europaischen Markt bestimmt. 

Dieses Symbol [durchgestrichene Mulltonne nach WEEE Anhang IV] weist auf 
die getrennte Riicknahme elektrischer und elektronischer Gerate in EU- 
Landern hin. 

Bitte werfen Sie das Gerat nicht in den Hausmiill. 

Informieren Sie sich uber das in Ihrem Land giiltige Rucknahmesystem und 
nutzen dieses zur Entsorgung. 

Sicherheitshinweise zum Gebrauch des Akkus und Ladegerats 

Es wird ausdrucklich empfohlen, ausschlieRlich einen Akku und ein Ladegerat zu 
verwenden, welche als Original-Olympus-Zubehor erhaltlich und spezifisch fur 
diese Kamera geeignet sind. 

Falls ein Akku und/oder ein Ladegerat einer anderen Ausfuhrung als Original- 
Olympus-Zubehor verwendet werden, kann es infolge von auslaufender 
Akkuflussigkeit, Uberhitzung, Funkenbildung zu Schaden am Akku, sonstigen 
Schaden und Verletzungen kommen, und es besteht Feuergefahr. Olympus haftet 
nicht fur Unfalle und Schaden, welche auf die Verwendung von Akkus und/oder 
Ladegeraten einer anderen Ausfuhrung als Original-Olympus-Zubehor 
zuruckzufuhren sind. 

Warenzeichen 

• IBM ist ein eingetragenes Warenzeichen der International Business Machines 
Corporation. 

• Microsoft und Windows sind eingetragene Warenzeichen der Microsoft 
Corporation. 

• Macintosh ist ein Warenzeichen der Apple Inc. 

• xD-Picture Card™ ist ein Warenzeichen. 

• Alle weiteren Firmen- und Produkteigennamen sind eingetragene 
Warenzeichen/Handelsmarken der jeweiligen Rechteinhaber. 

• Die Bilddatenverwaltung dieser Kamera unterstiitzt die DCF-Norm „Design Rule 
for Camera File System" der JEITA (Japan Electronics and Information 
Technology Industries Association). 
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Garantiebedingungen 

1 . Sollte an dem Produkt trotz sachgemafter Handhabung (entsprechend den Angaben in der zugehbrigen 
Bedienungsanleitung) innerhalb von zwei Jahren nach dem Erwerb von einem autorisierten Olympus 
Handler ein Defekt auftreten, wird das Produkt innerhalb des Geschaftsbereiches der Olympus Imaging 
Europa GmbH, dessen Ausdehnung auf der Website http://www.olympus.com festgelegt ist, kostenlos 
repariert oder nach Wahl von Olympus umgetauscht. Wenn fur Reparaturarbeiten Garantieanspruche 
geltend gemacht werden sollen, miissen das Produkt und die Garantieurkunde vor Ablauf derzweijahrigen 
Garantiezeit bei der Verkaufsstelle oder jeder anderen autorisierten Olympus Kundendienststelle, in 
Ubereinstimmung mit der Website http://www.olympus.com des zur Olympus Imaging Europa GmbH 
gehorigen Geschaftsbereichs, vorgelegt werden. Innerhalb von einem Jahr ab dem Kaufdatum kann im 
Falle von Reparaturarbeiten entsprechend der Weltgarantie der Garantieanspruch an jeder beliebigen 
autorisierten Olympus Kundendienststelle geltend gemacht werden. Bitte beachten Sie, dass autorisierte 
Olympus Kundendienststellen nicht in alien Landern vorzufinden sind. 

2. Der Kunde hat das Produkt auf eigenes Risiko zum Olympus-Handler oder zum Olympus- 
Kundendienst zu transportieren und ist fur alle anfallenden Trans portkosten verantwortlich. 

3. Innerhalb der Garantiezeit werden dem Kunden in den folgenden Fallen dennoch Kosten fur 
Reparaturarbeiten in Rechnung gestellt: 

(a) Fur Schaden, die auf unsachgemafie Handhabung (anders als die Hinweise in der 
Bedienungsanleitung) zuruckzufuhren sind. 

(b) Fur Schaden, die auf Reparaturen, Umbau, Reinigung etc. die nicht von einer Olympus- 
Kundendienstelle vorgenommen wurden, zuruckzufuhren sind. 

(c) Fur Schaden, die auf unsachgemafien Transport, auf Fall oder Erschutterungen etc. nach 
dem Kaufdatum zuruckzufuhren sind. 

(d) Fur Schaden, die auf Feuer, Erdbeben, Uberschwemmung, Unwetter und andere Naturkatastrophen, 
Umwelteinflusse oder nicht vorschriftsgemafie Spannungsversorgung zuruckzufuhren sind. 

(e) Fur Schaden, die auf unsachgemafie oder fahrlassige Lagerung (bei besonders hohen 
Temperaturen, hoher Luftfeuchtigkeit, in der Nahe von Insektiziden wie Naphtalin oder 
schadlichen Chemikalien etc.) bzw. unsachgemafle Wartung etc. zuruckzufuhren sind. 

(f) Fur Schaden, die auf verbrauchte Batterien etc. zuruckzufuhren sind. 

(g) Fur Schaden, die auf das Eindringen von Sand, Schlammetc. in das Gerateinnere zuruckzufuhren sind. 

(h) Wenn diese Garantieurkunde nicht bei der Reparaturannahme vorgelegt werden kann. 

(i) Wenn die Eintragungen dieser Garantieurkunde bei den Angaben zum Jahr, Monat und Tag 
des Kaufdatums, Kundennamen, Handlernamen, zur Seriennummer etc. verandert wurden. 

(j) Wenn der Kaufbeleg (Kassenbon) nicht zusammen mit der Garantiekarte vorgelegt werden kann. 

4. Die Garantiebedingungen gelten ausschlielilich fur das Produkt selbst. Andere Teile, wie 
Tragetasche, Tragegurt, Objektivdeckel, Batterien etc. fallen nicht unter diese Garantie. 

5. Unter dieser Garantie ist Olympus ausschliefilich zu der Reparatur oder dem Umtausch dieses 
Produktes verpflichtet. Ausgeschlossen vom Garantieanspruch sind Folgeschaden oder -verluste 
jedweder Art fur den Kunden, die durch einen Defekt dieses Gerats hervorgerufen werden. Dies gilt 
insbesondere fur den Verlust von und/oder Schaden an Objektiven, Filmmaterial sowie sonstige 
Ausrustungen und Zubehorteile, die zusammen mit diesem Produkt verwendet werden, oder fur 
Gewinnausfall oder Einbufien jedweder Art, die aus einer Verzogerung der Reparaturarbeiten oder 
dem Verlust von Daten herruhren. Zwingende gesetzliche Bestimmungen sind hiervon nicht betroffen. 

Hinweise zur Ausfertigung der Garantieurkunde 

1 . Diese Garantie ist nur dann gultig, wenn die Garantieurkunde seitens Olympus oder eines autorisierten 
Handlers ordnungsgemaft ausgefullt worden ist oder sonstige Dokumente ausreichende Nachweise enthalten. 
Vergewissern Sie sich daher, dass Ihr Name, der Handlername, die Seriennummer und das Kaufdatum (Tag, 
Monat, Jahr) vollstandig und gut leserlich eingetragen sowie der Original -Kaufvertrag bzw. - Kaufbeleg 
(einschliefilich Handlername, -adresse, Kaufdatum und Produktbezeichnung) der Garantieurkunde beigefugt 
sind. Olympus behalt sich das Recht vor, kostenlose Kundendienstleistungen zu verweigern, falls die 
Eintragungen in der Garantieurkunde unvollstandig oder unleserlich sind oder die oben genannten Dokumente 
nicht beigefugt bzw. die darin enthaltenen Eintragungen unvollstandig oder unleserlich sind. 

2. Es wird keine Ersatz-Garantieurkunde ausgestellt! Bewahren Sie diese Garantieurkunde daher sorgfaltig auf. 
* Fur das autorisierte, internationale Kundendienst- und Vertriebsnetz siehe folgende Website: 

http://www.olym pus . com . 
Garantiebeschrankungen 

Olympus trifft keine Aussagen und gibt keine Zusicherungen oder Garantien, weder ausdrucklich noch 
konkludent, mittels oder bezuglich des Inhalts dieser schriftlichen Unterlagen oder Software ab, und ist 
keinesfalls haftbar fur Marktfahigkeit oder Tauglichkeit fur einen bestimmten Zweck oder fur etwaige 
direkte, beilaufige oder indirekte Schaden (insbesondere, jedoch nicht beschrankt auf Schaden hinsichtlich 
entgangenen Gewinns, einer Geschaftsunterbrechung oder des Verlusts von Geschaftsdaten) in Folge der 
Nutzung oder Einschrankung bzw. Unmoglichkeit der Nutzung dieser schriftlichen Unterlagen oder 
Software. Einige Lander gestatten den Ausschluss oder die Beschrankung der Haftung fur derartige 
Schaden nicht, so dass die vorstehenden Beschrankung bei Ihnen eventuell nicht angewendet werden. 
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• nepefl ncnonb30BaHneM Kaiviepbi BHMMaTenbHO npoHTMTe HacToninee 

pyKOBOflCTBO. 

• ripe>Kfle neivi flenaTb Ba>KHbie cpOTorpacpnn, peKOMeHflyeM BaM cflenaTb 
npo6Hbie chmmkm, HTo6bi npuBbiKHyTb k hobom cpOTOKaiviepe. 

• Co6nKDflaMTe npaBuna tgxhmkm 6e3onacHOCTM, npuBefleHHbie b KOHue 
HacTOsimero pyKOBOflCTBa. 

• HnnHDCTpauuM SKpaHOB w cpOTOKaiviepbi b stom pyKOBOfldBe cflenaHbi bo 
BpeMfl pa3pa6oTKM w MoryT BbimsifleTb MHane neivi fleMCTBMTenbHoe mp,env\e. 
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BbiHbTe M3 kopo6km 3tm npeflMeTbi 




U,WCppOBafl PeMeiUOK HOHHO-JlWTMeBblM 

cpoTOKan/iepa aKKyMynarep 

LI-42B 




3apaAHoe Ka6enb USB Ka6enb AV KoMnaKT-flMCK c 

ycTpoiicTBO LI-40C nporpaMMHbiM 

o6ecneMeHneM 
OLYMPUS Master 2 

Ha pwcyHKax He noKa3aHbi: riojiHoe pyKOBOflCTBO (KOMnaKT-flMCK), OcHOBHoe pyKOBOflCTBO 
(HacToaiMee pyKOBOflCTBO), rapaHTHMHan KapTa. KoMnneKT nocTaBKH Mox<eT pa3nMHaTbcn b 
3aBMCMMOCTH ot MecTa npno6peTeHHfl. 



Ru 



( ) 




# Hafle>KHO 3aTAHMTe peiyieujOK, HTo6bi oh He coci<onb3Hyn. 
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floflroTOBbTe 4>OTOKaMepy 



a. 3apaflMTe aKKyMyrmTop. 




# AKKyMynsiTop nocTaBnsieTCsq nacTUHHO 3apn>KeHHbiM. 



b. BcTaBbTe b cpoTOKaMepy aKKyMynaTop v\ KapTy xD-Picture Card 
(npno6peTaeTca OTflenbHo). 
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rioflroTOBbTe 4>OTOKaMepy 




BcTaebTe aKKyMynnTOp 

CTOpOHOM, 0603HaHeHH0M 
▼ , OTM6TK3MM © K 

pyHKa 4>kiKcaTOpa 
aKKyMynnTOpa. 

EcriH aKKyiviynflTop 6yqeT BdaBneH 

HenpaBHflbHO, Bbl He CMOJKeTe H3BJlGHb 

ero. He npwnaraPiTe cimy. 06paTMTecb 
k ocpMUManbHOMy flHCTpn6bK)Tepy hjih 

B CepBMCHblH UfiHTp. 

BHeiuHwe noBpe^eHMfl aKKyMynnTopa 
(MapanwHbi i/i T.fl.) MoryT CTaTb 
nprnnHOM HarpeBaHHn hum B3pbiBa 
aKKyMynmopa. 



PyHKa cpMKcaTopa aKKyiviyjifrropa 
HTo6bi yflanHTb aKKyMynnTop, 
cflBHHbTe pyHKy cpMKcaTopa 
aKKyMynflTopa b HanpaBneHMM 

CTpe/lKH. 



CopneHTupyPiTe KapTy, kbk noKa3aHO 
Ha pkicyHKG, n BCTasbTe ee b me3flo 
Arm KapTbi, M36eran nepeKoca. 

BcTaBnflMTe KapTy flo 3aLnenKHBaHWfl Ha MecTe. 



HToSbi BbiHyTb KapTy, Ha>KMMTe Ha Heeflo KOHqa 
m MeflneHHO OTnycTMTe. Bo3bMMTe KapTy 
najibqaMH h BbiHbTe. 




# OoTorpaqbMpOBaTb KaiviepOM mo>kho m 6e3 KapTbi xD-Picture Card™ (b 
flajibHeMLueM "KapTa"). Ecnn KapTa xD-Picture Card He BCTaBJieHa, Baujn 

CHMMKM 6yflyT 3anMCblBaTbC?1 BO BHyTpeHHKDK) naMSTb. 

flo/ipo6Hbie CBep,env\9\ o KapTe npi/iBOflHTca b pa3flerie floriHOM pyKOBOflCTBe. 
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BKiiioHMTe 4>OTOKaMepy 



3,qecb o6"bacHaeTca, KaK BKfiK)HMTb (fcoTOKaiviepy b pexMMe cteiviKM. 
a. YcTaHOBHTe ahck pg>kmmob b nonoKemie Q . 

ripM 4)OTOC"beMKe (pe>KMM C"beMKM) 




ripn BHfleocbeMKe 

(pe>KMM CbeMKH) 



ripH npOCMOTpe CpOTOCHMMKOB 

(pe>KHM npocMOTpa) 



PeXCMMbl C|DOTOC"beMKM 



((f))) 

SCN 
GUIDE 



3ia cpyHKUna no3BormeT flenaTb chmmkm c aBTOMaTMHecKMMM HacTpoMKaMM 
cpoTOKaMepbi. 

3ia 4>yHKi4Lifl yMeHbiuaeT 3cp4)eKT CMa3biBaHMfl M3o6pa>KeHMfl BcneflCTBwe 
flpo>KaHnn o6i>eKTa wnn cpoTOKaMepbi bo Bpewin cteMKM. 

3ia cpyHKUMfl no3BonneT flenaTb chmmkm, Bbi6Mpaa cueHy b 3aBMCMMOCTM ot 
ycnoBMM CbeMKH. 

3ia 4>yHKi4Mfl no3BonneT Bbi6wpaTb Hy>KHbie HacTpoMKM, cneflya pyKOBOflCTBy 
no cteMKe, OTo6pa>KaeMOMy Ha onpaHe. 



b. Ha>KMMTe KHonKy POWER. 



KHonKa POWER 





Ecjim flaia m BpeMfl eme He 
ycTaHOBneHbi, noaBnneTca 

3T0T 3KpaH. 



1 MTo6bi BbiKJifOHMTb cjDOTOKaiviepy, Ha>KMMTe KHonKy POWER eme pa3. 



CoBeT 



HanpaBneHHa KnaBMW Kypcopa (Z^> < \7<X>) b a3hhom 
pyKOBOflCTBe H3o6pa>KaioTca 3HaHKaMM £±S7<^£>. 
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YcTaHOBMTe flaTy v\ Bpeivm 



f-M-fl (foA-Mecaq-fleHb) 



wemsm 



Macbi 

MMHyTbl 

OopiviaTbi flaTbi (r-M-fl, M-fl-f, fl-M-f) 



~~ 1 

BblXOfl M3 SKpaHa HaCTpOMKM. 

a. Ha>KMMTe KHonKy <^|2 h KHonKy "\7<S) flJifl Bbi6opa [I"]. 

• flepBbie flBe Mn4>pbi rofla He n3MeHSK)TCH. 



KHonKa 




KHonKa 'v'cf) 




b. Ha>KMMTe KHonKy [>^. 




c. flrm Bbi6opa [M] h3>kmmtg KHonKy 
m KHonKy 



d. Ha>KMMTG KHonKy [>4- 
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YcTSHOBUTe flaTy m Bpeivin 



e. flnn Bbi6opa [A] h3>kmhtg KHonKy <^>|2 
m KHonKy ^70. 



f. Ha>KMMTe KHonKy [>^. 

g. flrm ycTaHOBKM nacoB m MimyT 

H3>KMMaMTG KHOflKH H KHOnKy ^70. 

• BpeMfl OToSpaxraeTcs b 24-nacoBOM (fcopMaTe. 



h. Ha>KMMTe KHonKy [>4- 

i. fljifl Bbi6opa [l7M/fl] h3>kmmtg KHonKy 

Zb>|2 M KHOflKy ^70. 



r m a bpems 

2007.11.28 — :— r/M/Jt 



(31 



r M A BPEMfl 
2007.11.26 12:30: r/M/J 



yCTAH » OKI 





r y a bpemji 




2007.11.26 12:30 0 


r/M/fl 






|0TMEHA»mBB yCTAH»§K)| 





j. riocne yKa3aHkia Bcex 3HaHeHMM h3>kmmtg KHonKy @. 

• fljlfl TOHHOW yCTaHOBKH BpGMGHM Ha>KMMTe KHOnKy @, KOrfla HHflMKaTOp BpeMeHU yKa>KeT 00 

ceKyHfl. 
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Bbi6epnTe A3biK 



a. Ha>KMMTe KHonny MENU p,nn OTo6pa>KGHM5i BepxHero mghmd. 




b. Ha>KMMTe KHonKy [>£ p,nn Bbi6opa pewmvia [HACTPOMKA] m 

H3>KMMTG KHonny @. 

[HACTPOMKA] 




KHonKa 



-:'jL 
it 



BblXOA»SND (253 yCTAH«[OKl 



C. Ha>KMMTG KHOflKM <£^|2 K KHOnKy ^70, HT06bl Bbl6paTb [fc£=)], 

a 3aTeM h3>kmmtg KHOnKy @. 




KHonKa ^70 







!KA 


D 


OOPMAT. 1 


H 


PE3EPB. 






•OH 


>pyccKnii | 


B 


HACTP.-BKJ1. 


0TKJ1. J 




TEMA MEHK) 


HOPHAJlbHO 1 


|HA3Afl»HD gj 


yCTAH»(OK]l 





d. Bbi6epnTe H3biK c noMOujbio KnaBMLU 
Kypcopa m Ha>KMMTe KHOnKy @. 

• ripHJiaraeMoe nporpaMMHoe o6ecneHeHwe OLYMPUS 
Master no3BonneT flo6aBnnTb flpyrwe n3biKM. Cm. rioriHoe 

pyKOBOflCTBO. 



ENGLISH 



FRANCAIS 



DEUTSCH ICESKY 



ESPANOL 



NEDERLANDS 



HA3Afl ♦ MEND g YCTAH»[OKl 
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a. 



Bo3bMMTe cboTOKaiviepy. 

ropH30HTajlbHblM 3aXBaT 



BepTMKanbHbiw 3axBaT 




b. Ookvc. 

HaBeAMTe 3ry paMKy Ha o6"beKT 




OTo6pa>KaeTcn KonwHecTBO 
coxpaHneMbix 

CpOTOCHMMKOB. 



3eneHbiM MHflMKaTop yKa3biBaeT Ha to, 

HTO CpOKyC M 3KCn03ML(Mq 

3acpHKCnpoBaHbi. 0"ro6pa>KaK>TCfl 
3HaMeHHfl BbiflepwKH m AMacpparMbi. 

C. CHMMaMTe. 
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flpOCMOTp CHUMKOB 



a. YcTaHOBHTe amck pewitMOB b nonoweHkie [►]. 




( ) 

a. Ha>KMMTe khoiikh h KHonKy [>£ Ann OTo6pa>KGHti5i CHkiMKa, 

KOTOpbIM Heo6xOflMMO yflajIMTb. 

b. Ha>KMMTe KHonKy fii'V^. 




c. Ha>KMMTG KHonKy Z^>|2. HTo6bi Bbi6paTb [AA], a 3aTeM h3>kmmtg 
KHonKy @), HTo6bi yAariMTb chmmok. 
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OcHOBHbie onepaunn 



c 



_ 



B pewwvie cteMKM ncnonb3yMTe flaHHbie khoiikm flnn 6biCTporo flOCTyna k 
Han6onee nacTO ncnonb3yeivibiM cpyHKUHAM. 

G 

LE/fl © 

© 




© 

O 

G 




© KHonKa <] A (MaKpope>KMM) 

npn cteMKe KpynHbix nnaHOB (Hanpniviep, u,BeTOB) ncnonb3yfiTe pewwM 
m a Kpocbe m km , cynep-MaKpo nnn C-MaKpo HAM. 
© KHOnxa (KoMneHcauMH 3Kcno3HL(MM) 

flaHHaa HacTpoiiKa ncnonb3yeTCH flna yMbiwneHHOM nepeflep>KKM (+) nnn 

HeflOflep>KKH (-) CHMMKa. C nOMOLMbK) KfiaBMLU KypCOpa Bbl6epHTe KaflP C Hy>KHblMH 
yCTaHOBKaMH H Ha>KMMTe ®. 

© KHOm<a[>4 (Pe>KMM BcnbiujKM) 

Bbi6epnTe oamh 1/13 4 pewHMOB BcnbiwKM - aBTOMaTMHecKMM, c noflaBJieHweivi 

ecpcbeicra "KpacHbix rna3", npuHyflHTenbHan BcnbiiuKa nnn BcnbiiuKa OTK/iKweHa. 
© KHOnKa ^70 (ABTOcnycK) 

ABTOcnyCK ncnonb3ye"rcsi fljiH 3aflep>KKM cnyCKa 3aTBopa npn6nn3HTenbHO Ha 12 

ceKyHfl nocne HawaTHH KHOnKM. 
© KHonKa @ (OK/FUNC) 

OTo6pa>KaeT w\en\o cpyHKUMM n no3BonsieT HacTponTb nacTO ncnonb3yeMbie b 

pewHivie cteMKn cpyHKLinn. 

TaioKe cny>KMT flna noflTBep>KfleHna n yCTaHOBKM BbiSpaHHbix nyHKTOB Memo. 
© KHonKa MENU (MENU) 

Ha>KMMTe flaHHyio KHonKy flna OToSpaweHHa BepxHero Memo. 
© KHonKa B/fl 

Ha>KMMTe H b pe>KMMe cteMKn, MTo6bi nepeKJiKDHMTbCH b pe>KMM npocMOTpa M 

OTo6pa3MTb nocneflHUM c,qenaHHbM chhmok. 
© KHOnKa tfV^ 

Hawi/iMairre Si!'< b pewmvie cteMKH fljia BKrironeHna m BbiKniOHeHMH cpyHKL|HM Shadow 
Adjustment Technology (TexHonomn ocBeT/ieHna TeHeti). flaHHaa (pyHKu,MH 
no3BonaeT noBbicmb npKOCTb nnu,a oSteKTa .qawe npn cteMKe npoTUB CBeTa. 
Ha>KMMTe n yflepjKHBaPiTe fifc/'jjf b pe>KHMe cteMKn, mtoBn BbiBecTn Ha SKpaH 
noflCKa3Ky c yKa3aHneM pacnono>KeHMa KHonoK. 

© KHonKa DISP./©/ ^ 

Ha>KMMTe KHonKy DISP./©/<iHecK0JibK0 pa3, MTo6bi OTo6pa3HTb ruCTOrpaMMy m 

KOMn03ML|MOHHyK) CeTKy. BblSepMTe Heo6xOflHMblM nyHKT MeHK) H H3>KMMTe DISP./ 

©/""i, HToSbi BbiBecTM Ha flHcnnefi onucaHne era cpyHKu,nti. 
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( ) 



flaHHan cpyHKUi/isi no3Bo™eT nepeKniOHaTb KHOnKy SCN (Bbi6op ckd>kgthom 
nporpaMMbi) b 3aBncnMOCTM ot o6"beKTa cteMKM. 
O YcTaHOBHTG flMCK pg>kmmob b nonoweHwe SCN 

0 Ha>KMMTe Z^7, HT06bl Bbl6paTb CK»KGTHyKD npOrpaMMy, 3aTeM H3>KMMTG @ 




Pe>KMMbi cbeMKM SCN (CtoKeT) 



nOPTPET 

JlAHflLLIA<t)T 

JIAHA.+nOPTP. 

HOM. C"bEMKA 

HOMb+nOPTPET 

CnOPT 

B nOMEIHEHMM 
CBEMA 



ABTOIIOPTPET 
CBETJlbll/l nOPTPET 
3AKAT 
OEI/1EPBEPK 
KY.nl/1HAPl/lfl 
HEPE3 CTEKJIO 
flOKYMEHTbl 
AYKMHOH 



(DOT. I/I BblB.1 
(DOT. H BblB.2 

nnn>K i/i CHEr 

CHAnillOT nOfl BOflOI/l 
nOflBOfl._LUMP.1 
nOABOfl._LUMP.2 
nOflBfl._MAKPO 



itt flaHHbiii pe>KHM no3BOJifleT cpOTorpacpwpoBaTb oSteKTbi c 6nn3Koro paccToaHna 
(20 cm -flJia LunpoKOyronbHOro pex<HMa; 30 cm -flna pe>KHMa "TenecpOTO"). 

s16 l/lcnonb3yMTe stot pe>KMM npn cpOTorpacpupoBaHnn oSteicra c paccToaHna 
7 cm. B pe>KMMe s!6 nonowemie TpaHCcpOKaTopa cpuKCupoBaHHoe. Ecjih 
paccTOAHne Me>Kfly KaMepow m oSteicroM cteMKM 6onee 50 cm, to 
M3o6pa>KeHMe SyqeT He b cpOKyce. 

it? B pe>KHMe cynep-MaKpo naMna noflCBeTKM paBoTaeT, Korfla o6"beKT HaxoflMTca 

Ha paCCTOflHMM OT 7 CM flO 20 CM OT 06"beKTMBa. fljlH BKTlKJMeHUfl naMnbi 

noflCBeTKM Ha>KMMTe KHOnKy cnycKa 3aTBopa flo nonoBUHbi. 
O Ha>KMMTe <C\ib- 

0 Ha>KMMTe ^^7, HT06bl Bbl6paTb[JJ], [ s ft] MJ1M [dtf ], a 3aTeM Ha>KMMTG @. 
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O Ha>KMMTG MHflMKaTop aBTOcnycKa 

0 Ha>KMMTe £i\7, hto6h Bbi6paTb [0 BKJ1], 3aieM 

H3>KMMTG @. 

© MTo6bi CflenaTb chmmok, HawMMTe KHOnKy cnycKa 

3aTBOpa nOJIHOCTbK). 

• riocjie HawaTHfl KHoriKM cnycKa 3aTBopa MHAMKaTop 
aBTOcnycKa 3aropaeTcn npMMepHO Ha 10 ceKyHA, a 3aTeM HaHMHaeT MwraTb. Ilocne 
npMMepHO 2 ceKyHA MMraHwa MHAMKaTopa Ae/iaeTca chhmok. 

■BHD 

O Ha>KMMTe[>^. 

0 Ha>KMMTe £i\7, HT06bl Bbl6paTb pe>KMM BCnblLUKM, 3aTeM Ha>KMMTG @. 

0 Ha>KMMTe KHOnKy cnycKa 3aTBopa HanonoBMHy. 

• KorAa BcnbiujKa BKJiioHeHa, 3aropaeTca WHAMKaTop 4 

O MTo6bi CflenaTb chmmok, HawMMTe Ha KHOnKy cnycKa 3aTBopa nonHOCTbio. 



3H8HOK 


Pe>KMM BCnblLUKM 


OnMcaHMe 


HeT 

HHflHKaL(HH 


ABTOMaTMMecKaa 

BCnblLUKa 


BcnbiujKa cpa6aTbiBaeTaBTOMaTMMecKM npw cna6oM 

OCBeULeHMM MflM CbeMKe npOTMB CBeTa. 


<§> 


BcnbiiiiKa c 
noflaBneHweM 
acpcpeKTa 
"KpacHbix rna3" 


Pe>KMM noflaBneHMa acpdpenja "KpacHbix ma3" 
cyuLecTBeHHO yiuieHbujaeT 3to HBneHwe c noivioujbio 
cepMM npeflBapMTenbHbix BcnbiujeK nepefl 
cpa6aTbiBaHMeivi ochobhom BcnbiujKM. 




ripuHyflHTenbHaa 

BCnblLUKa 


BcnbiujKa cpaSaTbiBaeT He3aBMCMMO ot ycnoBMM 

OCBeUjeHHOCTM. 


© 


OTKTlKJMeHMe 
BCnblLUKM 


BcnbiujKa He cpa6aTbiBaeT. 



• Ecjim bo BpeMsq cteMKM hmk8kmx fleMCTBMM He BbinonHsieTCsq b TeneHne 3 
MMHyT, to c Lienbio 3kohommm 3apnfla aKKyMyjisTopa cpOTOKaiviepa 
aBTOMaTMHecKM nepexoflMT b cnaiiiMM pe>KMM. Ha>KMMTe KHOnKy cnycKa 
3aTBopa MriM 3yMa flnn aKTMBaLiMM cpOTOKaMepw. 

• Ecjim b TeneHMe 15 MMHyT nocne BKniOHeHMsq cnsiLLiero pe>KMMa c 

CpOTOKaMepOM He npOM3BOflMTCH HMK3KMX fleMCTBMM, 06"beKTMB aBTOMaTMHeCKM 
BTSirMBaeTCfl, V\ CpOTOKaMepa BblKJIIOHaeTCSI. 4T06bl CHOBa BKJlK)HMTb 

cpOTOKaMepy, HaxMvne Ha KHOnKy BKniOHeHMfl nMTaHMH. 
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Memo m HacTpoMKM 



C 



epxHee MeH 



_ 



3 



O Ha>KMMTe MENU Arm OTo6pa>KeHMfl BepxHero mghio. 



MENU 





BepxHee MeHKD b pewMMe cbeMKM 

0 Bbi6epnTe nyHKTbi mghkd KnaBMiuaMM Kypcopa (£^7<][>) m h3>kmmtg @, 

HT06bl yCTaHOBMTb MX. 

■ KAH-BO M30BP. 

YcTaHOBKa KanecTBa M3o6pa>KeHM5q no3BonneT BbinonHsiTb cteMKy cornacHO 
npeflHa3HaHeHMK) chmmkob. 

■ CBPOC 

l/l3MeHeHne yciaHOBneHHbix cpyHKuwii cteiviKM Ha 3HaHeHnsq no yMonnaHUKD. 

■ MEHKD KAMEPbl 
HacTpoMKa napaivieTpoB cteMKM. 

■ HACTPOMKA 

HaCTpOMKa flaTbl, BP6MGHM, H3blKa, 3ByKOB pa60Tbl KaMepbl M T.fl. 

■ SCN (Cio>kgt) 

nocne Toro, KaK Bbi6paH pewwM SCN, Bbi6epnTe ciOKeTHyio nporpaMMy, 

COOTBeTCTByKDLUyK) 06"beKTy M yCJlOBMSM CbGMKM. 

■ TMXMM PE>KMM 

BbiKJiKDneHne pa6oHnx 3ByKOB KaMepbi npn cteMKe n npocMOTpe, curHanoB 
npeflynpe>KfleHM!q, 3ByKOB cpa6a™BaHMsq 3aTBopa m T.fl. 



c 



AaneHiie Bcex chmmkob 



ZD 



© B BepxHeM MeHKD pe>KMMa npocMOTpa Bbi6epnTe 
[YflAJlEHME] -> [yflAJl.BCE] 1/1 Ha>KMMTe ©. 

0 Bbi6epnTe [flA] v\ Hsxuvne @. 
• Bee chwmkm yAaneHbi. 



A BCi ByflET yflAfliK 



HA3Afl»H fg yCTAH ♦ [OKI 
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rioflcoeflMHeHne cfroTOKaiviepbi 



flnn npocMOTpa cflenaHHbix chmmkob Ha 3KpaHe TeneBM3opa ncnonb3yMTe 
ayflno-BMfleo Ka6enb, kotopui/i bxoamt b KOMnneicr. npocMaipuBaTb mo>kho KaK 

CHMMKM, TaK M BMfle03anMCM. 

O riepefl noflKTiKDHGHMGM y6eflMTecb, hto TeneBM3op m cpOTOKaiviepa 

BblKTlKDHGHbl. CoeflMHMTe yHMBepCajlbHbll/l pa3"beM CpOTOKaMepbl M 

BMfleoBxofl TeneBM3opa c noMombK) ayflno-BMfleo Ka6enH. 



rioflcoeflHHHTe K BMfleoBXOAy 
(wejiTbm) h ayflwoBxofly (6enbm) 
TeneBHaopa. 




KpbiLUKa pa3teiuia 



Ayflkio-BHfleo «a6enb 
(BXOflMT b KOMnneKT) 



0 BioiKDHMTe TeneBM3op m ycTaHOBMTG era Ha npneivi BMfleocumana. 

• l/lHtjDopMaLtMn 06 ydaHOBKe TeneBW3opa Ha npwen/i BWfleocMmana npwBeAeHa b 
MHCTpyKL(HM no 3KcnnyaTaL(MH TeneBM3opa. 

0 YCTaHOBMBflMCK pe>KMMOB B nOJICDKeHMe [3. H3>KMMTG KHOnKy POWER, HT06bl 
BKflKDHMTb CpOTOKaMepy. 

• Ha SKpaHe TeneBM3opa OTo6pa3HTcn nocneflHMii CAenaHHbM chmmok. C noiviombio 
KJiaBMiu Kypcopa Bbi6epnTe chmmkm a™ npocMOTpa. 
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C noMOiubKD npunaraeivioro Ka6ena USB mo>kho noflKniOHMTb Kaiviepy HanpsiMyio 
k PictBridge-coBMecTMMOMy npuHTepy flnn nena™ chmmkob. 
O B pe>KMMe npocMOTpa BbiBeflMTe Ha SKpaH chmmok, npeflHa3HaHeHHbiM fl™ 
nenaTM. 

0 rioflcoeflMHMTe oflMH KOH614 npunaraeivioro Ka6e™ USB k yHMBepcanbHOMy 
pa3"beMy Kaiviepbi, a flpyrow - k pa3"beiviy USB npuHTepa. 

YHHBepcanbHbiM 




KpbiLUKa pa3teMa Ka6enb USB 



0 Ha>KMMTe IT1/J1. 

• HaHMHaeTca npouecc nena™. 

• 3aKOHHMB nenaTb, OTCoeAMHHTe Ka6enb USB ot 
4>OTOKaMepbi, KorAa OTo6pa>KaeTCfl SKpaH Bbi6opa 

CHMMK3. 



lYflOB nEHAT CTAPT*fi 
I PC / HACTP nEHATM*fOKl 
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flepeHoc M3o6pa>KeHiiM 



a. YcTaHOBMTe nporpaMMHoe o6ecneHeHne. 

O BdaBbTe KOMnaKT-flMCK OLYMPUS 
Master 2. 

0 Windows: HawMMTe Ha KHormy 
"OLYMPUS Master 2". 
Macintosh: flBa>Kflbi menKHMTe no 
3H3HKy "Setup". 

© flanee cneflytiTe MHCTpyKi^MsiM Ha 
3KpaHe. 




b. rioflcoeAHHMTe cpoTOKaMepy k KOMnbtoTepy. 

O rioflcoeflMHMTe cpoTOKaMepy k KOMnbKrrepy c noMombio 
npunaraeMoro Ka6e™ USB. 

• MOHHTOp BKflKJHMTCfl aBTOMaTWHeCKH. 




• KoMnbKnep pacno3HaeT KaMepy KaK 

CteMHblM AUCK. 



YflOb lltMAI 

HACTP nEHATM 
BblXOfl 

gEiyCTAH»[OKl 
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c. flepeHecMTe chmmkm Ha KOMnbiOTep. 



Q riocne noflKJiKDHeHMfl 

CpOTOKaMepbl OTKpOMTe 

npmioweHi/ie OLYMPUS Master. 

0 Ha>KMMTe "riepeHecTM chmmkm" 
vjf b OKHe npocMOTpa, a 3aTeM 

H3>KMMTe "1/13 CpOTOKaMepbl" Vj . 

0 flajieecneflyMTeMHCTpyKUMsqMHa 
SKpaHe. 



KHonKa "riepeHecTM chhmkh" 




Ha 3awieTKy 



flnsq nojiyneHMfl flononHMTe/ibHOM MHCpopMaL(MM o HacTpoike m 3KcnnyaTai4MM 
CpOTOKaMepbl cm. "nonHoe pyKOBOflCTBO" Ha KOMnaKT-flMCKe. 
flnsq nojiyneHMfl flonoriHMTenbHOM noflaepwKM cm. cpaMn "CnpaBKa" b 
nporpaMMe OLYMPUS Master. 
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flporpaMMHoe o6ecneneHne OLYMPUS Master 



riporpaMMHoe o6ecneHeHne OLYMPUS Master: 
Mcnonb30BaHne flaHHOro nporpaMMHOro o6ecneHeHM!i 
no3BonneT 3arpy>KaTb chmmkm c Kaiviepw, npocMaipuBaTb, 
ynopsiflOHMBaTb, peTyiunpoBaTb, ompaBnaTb no aneicrpoHHOM 
noHTe m nenaTaTb uncppoBbie chmmkm, pa6oiaTb c 
BMfleo3anMCAMM, a TaioKe MHoroe flpyroe! 




#CncTeMHbie TpegogaHMg 



oc 


Windows 2000 Professional/XP/Vista v\nv\ Mac OS X (v10.3 v\nv\ 
Sonee no3flHHfl) 


npou,eccop 


Pentium III 500 Mru/Power PC G3 500 Ml~u/lntel Core Solo/Duo 1 .5 
ITu, mjim Bonee no3flHMe Bepcuw 


RAM 


256 MB v\nv\ Bonee 


)KeCTKMM flMCK 


500 MB CBoSoflHOro npocTpaHCTBa nnn Bonee 


CoeflMHeHne 


nopT USB/nopT IEEE 1394 


MOHMTOP 


Pa3peiueHMe 1 024 x 768 nwKceneii hjim Bbiiue, MUHMManbHoe 
KOnMHecTBO L^BeTOB - 65 536 (Windows), 32 000 (Macintosh) 
(peKOMeHflyeTCfl He MeHee 16 770 000 L4BeTOB) 


npoMee 


Internet Explorer 6 v\nv\ Bonee no3flHaa Bepcun (Windows), Safari 
1.0 nnn Bonee no3flHsiH Bepcwa, QuickTime 6 mjim Sonee no3flHHH 
BepcMfl (Macintosh) 



flna nonyneHMn nocneflHeM TexHMHecKOM MHdpopMauMM noceTMTe Be6-caMT 
Olympus 

(http://www.olympus.com/) 




PerMCTpauiMfl nonb30BaTenn 



flna aKTMBauMM rapaHTMM, nonyneHnsq yBeflOMneHMM 06 o6HOBneHnnx 
nporpaMMHOro m MMKponporpaMMHoro o6ecneHeHMn flnsq dpoTOKaMepw, a 
TaioKe flna mhoto flpyroro 3aperMCTpnpyi/iTe cbokd dpoTOKaMepy bo BpeMsq 
ycTaHOBKM npMno>KeHMsq OLYMPUS Master. 
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TexHMHecKMe xapaKTepncTHKii 



#OoTOKaMepa 

Tun H3flennfl 
CucTeivia 3anwcn 
flocTynHoe 

rioflqep>KMBaeMb[e 
CTaHflapTbi 

3ByK K CHMMKaM 

Bnfleo3anncH 
riaMaTb 

KonnHecTBO chhmkob 
(npn noriHoii 3apnflKe 
aKKyMynnTopa) 
KonnnecTBO sdpcpeKTHBHbix : 
nuKcenew 

OneMeHT 3anncn : 
M3o6pa>KeHHa 

06"bGKTMB : 

CucTeivia 3aMepa : 

3KCn03H14HH 

Bbiflep>KKa : 
Pa6oHMM flwana30H cteiviKM : 



Mohmtop : 

Bpeivia nofl3apaflKM : 

BCIl bILUKH 

BHeniHHM MHTepcpewc : 

ABTOMatMHecKMH KaneH,qapb: 
BoAOHenpOHnuaeMOCTb 

Tun : 

3HaneHHe : 

ribineHenpoHHLiaeMOCTb 

OnepauwoHHan cwcreMa 

TeMneparypa : 

Bna>KHOCTb : 

riMTaHMe : 

Pa3Mepbi : 

Macca : 



LincppoBan cpoTOKaMepa (flnn CbeiWKW m npocMOTpa) 

LincppoBan 3anncb, JPEG (cornacHO CTaHflapTy Design 
rule for Camera File system (DCF)) 

Exif 2.2, Digital Print Order Format (DPOF), PRINT Image Matching III, 

PictBridge 

OopMaT Wave 

AVI Motion JPEG 

BHyTpeHHflfi naMflTb 

xD-Picture Card ot 16 M6 flo 2 T6 (TypeH/M, Standard) 
ripHMepHO 200 

(Ha ocHOBe CTaHflapTa CIPA flna M3MepeHna cpoKa cny>K6bi 
aneivieHTOB nuTaHHfl) 
7 110 000 nHKcenoB 

1/2,33-flK)MMOBan CCD-MaTpwu,a (cpwnbTp ocHOBHbix MBeTOB), 
7 380 000 (o6wee) 

06-beKTHB Olympus 6,7 - 20,1 mm, f3,5 - 5,0 
(aKBMBaneHTHO 38 - 1 14 mm Ha 35-mm KaMepe) 
LincppoBOM 3aMep ESP, ToneHHbiM 3aMep 

4- 1/1000 ceK. 

0,5 m - oo (W/T) (HopManbHbiM) 

0,2 m - oo (W), 0,3 m - oo (T) (pe>KMM MaKpo) 

0,07 m - 0,5 m (roribKO W) (pe>KMM cynep-MaKpo/C-Manpo J1AM) 

2,5-fltOMMOBbiH uBeTHOM >KMflKOKpncTannnHecKHM TFT-AMcnnew, 230 000 

nuKcenoB 

npiiMepHO 6 c (arm cpa6aTbiBaHnn Ha no/iHOH mol^hoctii npw KOMHaiHOH 
reMnepatype, c npMMeHeHweM no/iHOCTbK) 3apn>KeHHoro aKKyMynnropa) 
yHMBepcanbHbiPi pa3beM (me3flo DC-IN ,qrm cereBoro aflanTepa, 
pa3teM USB, me3flo A/V OUT) 
2000 - 2099 roflbi 

CooTBeTCTByer craHflapry IEC ny6nMKau,ni<i 529 IPX8 (b ycnoBunx 
ncnbiiaHMM OLYMPUS), flonycTMMa cbeM«a noA BOflow Ha my6MHe 3 m 
KaMepoM mo>kho nonb30BarbCfl nofl boaom npH y«a3aHHOM flaB/ieHHM 

BOflbl. 

CooTBeTCTByer craHflapry IEC ny6nnKau,nM 529 IPX6 (b ycnoBHax 
HcnbiTaHMH OLYMPUS) 

Ot -1 0°C flo 40°C (sKcnnyaTaqMn), 
ot -20°C flo 60°C (xpaHeHMe) 

Ot 30% flo 90% (3KcnnyaTauwfl)/oT 10% flo 90% (xpaHeHMe) 
OflMH HOHHO-TiMTMeBbiM aKKyMynflTOp Olympus (LI-42B/LI-40B) mii/i 
ceTeBOM a^ariTep nepeMeHHoro TOKa Olympus 
93,6 mm (111) x 60,9 mm (B) * 21 ,3 mm (l~) (6e3 BbiCTynatomwx nacTefi) 
136 r (6e3 6aTapen h KapTbi) 



•JjyHKMHfl "Shadow Adjustment Technology" (TexHonorun ocBeTneHHn TeHew) ocHOBaHa Ha 
TexHonoruM, 3anaTeHTOBaHHOM KOMnaHwew Apical Limited. 



apical 
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(MoHHO-jiMTneBbiM aKKyMyrmTop (LI-42B) 



Tun M3flennn 

daHflapTHoe Hanpa>KeHHe 
CiaHflapTHan eMKOCTb 
CpoK cny>K6bi 
aKKyMynflTopa 
OnepaMMOHHaa cwcTGMa 
TeivinepaTypa 



Pa3Mepbi 
Macca 



MoHHO-nnTneBbiM aKKyMyriflTop 
3,7 B nocT. TOKa 
740 mAh 

Okojio 300 noriHbix 3apnflOK (3aBMCMT ot npwMGHGHkia) 



Ot 0°C flo 40°C (3apnflKa)/ 

ot -10°C flo 60°C (sKcnnyaTaqufl)/ 

ot -20°C flo 35°C (xpaHeHwe) 

31,5 x 39,5 x 6 mm 

flpuMepHO 15 r 



#3apn,qHoe ycrrpoMCTBO (LI-40C) 

Tpe6oBaHMfl k rmTai-Mio 



Bbixofl 

npOflOJDKHTenbHOCTb 
3apflflKH 

OnepaMMOHHaa cucTGMa 
TeMnepaTypa 

Pa3Mepbi 
Macca 



100 - 240 B nepeM. TOKa (50 - 60 l~u,) 
3,2 BA (100 B) - 5,0 BA (240 B) 
4,2 B, 200 mA nocTOAHHoro TOKa 
flpuMepHO 5 na cob 



Ot 0°C flo 40°C (3KcnnyaTaL|Mfl)/ 
ot -20°C flo 60°C (xpaHeHwe) 
62 x 23 x 90 mm 
flpuMepHO 65 r 



#Mcnojib30BaHne npn hm3kmx TeiunepaTypax 

Pa6oTocnoco6HOCTb npno6peTaeMOM OTfleribHO KapTbi naMflTM Olympus xD-Picture Card v\ hohho- 
jiHTneBoro aKKyMynflTopa rapaHTupyeTca flo TeMnepaTypbi 0°C. TeM He MeHee, 6binn npoBGflGHbi 
TecTbi cneflyHDLqux sjigmghtob npn ncnonb30BaHHM c flaHHbiM M3fle.ni/ieM npii TeMnepaTypax flo 
-10°C. 

Olympus xD-Picture Card 





16 MB 


32 MB 


64 MB 


128 MB 


256 MB 


512 MB 


1 GB 


2 GB 


Standard 


✓ 


✓ 


✓ 


✓ 


✓ 


✓ 






TypeM 










✓ 


✓ 


✓ 


✓ 


TypeH 










✓ 


✓ 


✓ 


✓ 



S : Pa6oTocnoco6HOCTb noflTBep>KfleHa 

MoHHo-nnTMGBbiM axKyMyjiflTOp Olympus 

LI-42B 
LI-40B 

• B ycnoBMflx hh3kmx TeMnepaTyp KoniiHecTBO coxpat-meMbix cpotochmmkob yMeHbiuaeTca. 

KOHCTpyKLlMfl 11 TGXHMHeCKMG XapaKTGpMCTMKM MOryT 6blTb M3MGHeHbl 6G3 npGflBapHTGJIbHOrO 
yBGflOMJIGHMfl. 



134 



Mepbi npeflocTopo>KHOCTM 



BA>KHA51 MH0OPMAUM51 O OYHKUHflX 
BOflOHEnPOHMUAEMOCTM M YflAPOnPOHHi 



I 

BoflOHenpoHMijaeMOCTb: BOflOHenpoHMU,aeMOCTb rapaHTupyeTCfl 1 Ha rny6wHe flo 3 
m b TeneHne flo oflHoro naca. BoflOHenpoHwu,aeiviocTb ivioweT 6biTb HapyiueHa, ecni/i 
Kaiuiepa noflBepraeTca flnwTenbHOiviy mjim n36biTOHHOMy cpn3MHecKOMy B03flefiCTBnio. 
YflaponpoHHOCTb: ynaponpoHHOCTb rapHTupyeT* 2 3aiflHTy Kaiviepbi ot cnynaMHOro 
B03flekiCTBH!i bo Bpeivm noBceflHeBHoro wcnonb30BaHHH Bawew u,wcppoBOki 
nopTaTMBHOM Kaiviepbi. <J)yHKL4Mfl yflaponpoHHOCTM He o6ecne4HBaeT 6e3ycnoBHOM 
3amnTbi ot nioSbix nOBpe>KfleHMM npi/i 3KCnnyaTau.nn nnn >Ke ot BHeiuHnx 
noBpe>KfleHHki. TaKne BHeiuHne noBpe>KfleHHfl, KaK u,apannHbi nnn BbiSonHbi Ha 
Kopnyce, He oSecnennBaiOTCfl rapaHTneii. 

TaioKe KaK n npi/i pa60Te c flpyrnMM sneKTpoHHbiMH yCTpowCTBaiviH, p,na coxpaHeHna 
LienocTHOCTM n pa6oTOcnoco6HOc™ Baweki Kawiepbi Heo6xoflnwio npaBunbHO c new 
o6pamaTbCfl n BbinonHHTb Haflnewamee TexHunecKoe o6cny>KHBaHMe. B u,ensix 
noflflep>KaHH!i pa6oTOcnoco6HOc™ Kaiviepbi, nowanyifcTa, OTHecnTe ee b 6nn>KaMLUMii 
ynonHOMOMeHHbiki cepBMCHbiki u,eHTp KOwinaHnn Olympus flna ocMOTpa, ecnn Kaiviepa 
noflBepmacb nioSoMy cunbHOMy cpM3HMecKOMy B03fleMCTBHK). B tom cnynae, ecni/i 
Kaiuiepa noBpex<fleHa BcneflCTBi/ie HeocTopo>KHOc™ nnn HeHaflnewamero 
Mcnonb30BaHMfl, pacxoflbi Ha ee cepBuc nni/i o6cny>KHBaHMH He oSecnennBaiOTCfl 
rapaHTnew. flna nonyneHHH flononHMTenbHOfi MH4)opMai4MM OTHOCMTenbHO rapaHTHM, 
nowanyficTa, noceTMTe B36-cawT KOMnaHnn Olympus flna BaiueM CTpaHbi. 
nowanyifcTa, coSmonaMTe cneflyK>mne npaBuna oBpameHna c Kawiepoii. 

nepefl ncnojib30BaHneM: 

• npoBepsiMTe KaMepy Ha OTCyTCTBHe HHopoflHbix Ten, BKni04afl rpa3b, nunb m necoK. 

• yoeflHTecb b tom, hto KpbiiuKa OTceKa aKKyMynsiTopa/KapTbi n KpbiiuKa pa3"beMa 
nnoTHO 3aKpbiTbi n Ka>Kflafl 3acpnKCnpoBaHa co merHKOM. 

• He OTKpbiBaiiTe KpbiiuKy OTceKa aKKyiviynHTopa/KapTbi n KpbiLUKy pa3"beMa mokpumm 
pyKaivin, HaxoflflCb non, BOflOki nnn we bo BnawHOfi mjim nbinbHOM cpefle (Hanpniviep, 
Ha nnsroe). 

riocjie McnonbgogaHMg: 

• Hacyxo npoTupaMTe Kaiviepy n yflanaiiTe OTno>KeHMH Ha Kopnyce nocne 
ncnonb30BaHHfl Kaiviepbi nofl BOflOfi. 

• nocne ncnonb30BaHnsi Kaiviepbi b MopcKOfi BOfle nono>KMTe Kaiviepy b Be,qpo c 
npeCHOM BOflofi npn6nw3MTenbHO Ha 10 MMHyT (KpbiiuKa OTceKa aKKyMynaTopa/KapTbi 
m KpbiiuKa pa3-bewia ,qon>KHa 6biTb nnoTHO 3aKpbiTa). nocne stoto Bbicywi/rre Kaiviepy 
b TeHi/i npn xopowefi BeHTmiflu,nn. 

• Kanjin BOflbi MoryT OKa3aTbCH Ha BHyTpeHHen noBepxHOCTM KpbiiuKM OTceKa 
aKKyiviynaTopa/KapTbi mjim Ha KpbiiuKM pa3teMa nocne OTKpbiTna KaiKflOM 
KpbiiuKM. Ecjim o6Hapy>KeHbi Kannn BOflbi, TiuaTeiibHO npoTpnTe KpbiiuKy nepen 
ncnonb30BaHneivi Kaiviepbi. 

nocne McnonbgogaHMg 

• nocne ncnonb30BaHMfl Kawiepbi b rpa3HOM m nbinbHOM cpefle, BKmonaa rpa3b, nbinb m 
necoK HHopoflHbie MaTepnanbi wioryT npunennTbca k Kpaawi KpbiiuKM oBteKTUBa, 

3aTpyflH!1fl flBH)KeHHe KpblLUKH. 

pn npoflon>KeHHM ncnonb30BaHMfl Kaiwepbi MO>KeT noBpeflHTbca oSteKTUB vtnw 
KpbiiuKa o6"beKTHBa nepecTaHeT flBuraTbca, npuBeflsi Teivi caMbiM k HencnpaBHOCTM. 
flna Toro MToBbi M36e>KaTb 3TOro, HeoSxoflUMO npoMbiTb Kaiviepy, pyKOBOflCTByacb 
cneflyiOLflUMM yKa3aHnnMM. 
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© BcTaBbTe aKKyMynnTop m nnOTHO 3aKpofiTe 

KpbiujKy OTceKa aKKyiviyjiflTopa/KapTbi n 

KpbiiuKy pa3"beMa, 3acpMKCnpyMTe Ka>Kflyio co 

menHKOM. 
(D HanonHMTb Beflpo npecHOM BOfloii, 

noMecTMTb Kaiviepy b BOfly noBepxHOCTbio 

06"beKTMBa BHM3 H SHeprMMHO nOTpHCTM 

Kaiviepy. 

© HeCKOJlbKO pa3 B BOfle HawaTb Ha KHOnKy POWER, HT06bl HeOflHOKpaTHO OTKpblBaTb 
M 3aKpblBaTb KpblLUKy OSteKTMBa. 

© BfloBaBOK, nOTpaCTH Kaiviepy c OTKpbiTbiM oSteKTHBOM. 

BbinonHUTe warn c © no ©, 3aTeM npoBepbTe, nnaBHO nw nepeiviemaeTCH KpbiiuKa 
oBteKTHBa. 

B cnynae HapyweHHH nnaBHOro nepeivieineHMH KpbiiiiKH oSteKTMBa, npoMOMTe 
nepeflHKDK) noBepxHOCTb oSteKTUBa nofl cmibHOki CTpyew BOflonpoBOflHOM BOflbi, npi/i 
3tom HecKonbKO pa3 Ha>KaB KHonKy POWER. 

XpaHgHMg h o6c/iy>KMBaHMe 

• He ocTaBfifliiTe Kaiviepy npn BbicoKOfi TeMnepaType OKpywaiomeii cpeflbi (40°C nnn 
Bbiiiie) nnn npn hh3kom TeMnepaType (-10°C wnw hvovjs). 3to MO>KeT npuBecTM k 
HapyiueHMio BOflOHenpoHHuaeivioc™. 

• flnsi 4MCTKM cpOTOKaMepbi, yflaneHna p>KaB4HHbi, nOMyTHeHna, npn BbinonHeHHH 
peMOHTa n t. fl. He ncnonb3yiiTe xnMnnecKne BemecTBa. 

• 3to MO>KeT npuBecTn k HapyweHwo BOflOHenpoHHuaeivioc™. 

• He ocTaBiifliiTe Kaiviepy b BOfle Ha flonroe Bpeivm. Heco6niofleHne 3Toro npaBuna 
MO>KeT npuBecTn k noBpe>KfleHMio Kopnyca Kaiviepbi n/nnn k HapyiueHMio ee 
BOflOHenpoHHL(aeMOc™. 

• Kpowie Toro, He npowibiBai/iTe Kaiviepy nofl CTpyew BOflbi 1/13 BOflonpoBOflHoro KpaHa. 

• HTo6bi coxpaHMTb BOflOHenpoHMuaeMOCTb (noflo6HO mo6oMy flpyroiviy 6oKCy 
ana noflBOflHOM CbeMKki), peKOMeHflyeTca eweroflHO 3aMeHSTTb 
BOflOHenpoHMijaeMoe ynnoTHeHne (m npoKnaflKM). 

klHcpopMau.HK) o flMCTpn6bioTopax Olympus m nyHKTax o6cny>KMBaHMa, b 
KOTopbix mo>kho 3aMeHMTb BOflOHenpoHMLiaeMoe ynnoTHeHne, mo>kho HaMTM Ha 
Be6cariTe KOMnaHMM Olympus nna Baweii CTpaHbi. 

ggKgbiTwe KgbiuiKM OTceKa aKKyMyjiwTopa/KapTbi m KpbiwKH pa3"bewia 




■ KpbiiuKa OTceKa 
aKKywynnTopa/ 
KapTbi 




npuMenaHne: nocTaBnaeMbie flonoriHMTenbHbie npwHaflnewHOc™ (Hanpnn/iep, 

3apaflHoe ycTpowcTBo) He o6na,qaiOT yoaponpoHHOCTbio nnn BOflOHenpoHi/iuaeMOCTbio. 

*1 KaK onpefleneHO o6opyflOBaHneM flna M3MepeHMa flaBneHna Olympus b 
cooTBeTCTBHn co CTaHflapTOM IEC ny6nwKau.nn 529 IPX8 - 3to 03HanaeT, hto 
Kaiviepa MO>KeT ncnonb30BaTbcn nofl boaoh npn yKa3aHHOM flaBneHHH BOflbi. 

*2 YflaponpoHHOCTb noflTBep>KfleHa b ycnOBHHX TecTupoBaHna Olympus b 
cooTBeTCTBHn c MIL-STD-81 OF, MeTOfl 516.5, npou,eflypa IV (ncnbiTaHne Ha 
nafleHne c nepen/ieHHOM BbicoTbi). rioflpoSHee 06 ycnoBnax TecTupoBaHna Olympus 
mo>kho y3HaTb Ha B36-caiiTe Olympus ajih BaweH CTpaHbi. 
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A^nACHOCT^OPAMEHW^ /f\ 
3J1EKTPMHECKMM TOKOM / • \ 
| HE OTKPblBATb | ' 1 

ocTOPmKHO^oT^BKA^METo^KE^ 

HE CHMMAklTE KPblWKy (HJ1H 3AflHIOIO nAHEJlb). BHYTPM 
(DOTOKAMEPbl HETflETAHEH, Hy>KflAIOlHMXCa 
B BAWEM OECJiyXMBAHMH. 
flOBEPbTE TEXHUMECKOE OBCEWKMBAHME 
BblCOKOKBAJlMlt>ML4MPOBAHHOMy CEPBMCHOMY nEPCOHAJW 
OLYMPUS. 



BocK/iMuaTejibHbm 3H3K, saxnKDHeHHbiM B TpeyronbHMK, o6o3HanaeT B 
conpoBOflMTenbHow flOKyMeHTauMM BaxHbie MHCTpyKMMW no 3Kcn/iyaTau,nn M yxony. 

AOnACHO HeBbinonHeH^e peKOMeHflau,nw, o6o3HaHeHHbix stum cmmbotiom, npn Licno;ib30BaHHn 

naHHoro M3fle^nn MoxeT npMBecTM K cepbe3HbiM TpaBMaM wjim CMepTenbHOMy Mcxofly. 

AOCTOPO>KHO HeBbinojiHeHi^e peKOMeHflaMt™, o6o3HaneHHbix stum CMMBonoM, npw wcnonb30BaHi™ 

flaHHoro M3fle^Mfl MO>xeT npMBec™ K TpaBMaM m^m CMepTenbHOMy Mcxo/ry. 

AnPEflynPE^flEHME HeBbinonHenne peKOMeHflaM^M, o6o3HaHeHHbix stum cmmbotiom, npn Licnonb30BaHi™ 
naHHoro M3flennfl MoweT npMBecTH K TpaBMaM HM3KOM CTeneHM Tfwec™, noBpe>KfleHMio 
o6opynoBaHfifl wnw noTepe MeHHbix naHHbix. 



OnACHOl 

BO M3BE)KAHME B03rOPAHMa MJ1M nOPAJKEHMfl 3J1EKTPMHECKMM TOKOM, HM B KOEM CJiyMAE HE 
PA3BMPA&TE H3flEn.ME, HE nOflBEPTAflTE M3flEn.HE B03flEHCTBMK) BOflbl M HE 3KCnr|yATHPyflTE 
ErO nPkl BblCOKOM BHAXHOCTM OKPyXAhOlilEH CPEflbl. 



06mne Mepbi npeflocTopo>KHOCTii 



ripoHMT3MT6 Bee MHCTpyKuuM — riepefl ncnojib30BaHneM M3flennsq npoHMTaMTe 

Bee MHCTpyKuuM no SKcnnyaTaunM. CoxpaHMTe Bee TexHunecKne pyKOBOflCTBa 

m flOKyi\/ieHTaL(MrO fl/isi flanbHeMiuero ncnonb30BaHMfl. 
OnucTKa — riepefl ohmctkom o6si3aTeribHO OTCoeflMHsiMTe M3flenne ot 

3/ieKTpoce™. flnsq ohmctkm mo>kho Mcnonb30BaTb TonbKO BnawHyio TKaHb. 

Henb3fl ncnonb30BaTb fl/ia ohmctkm >KMflKne mhm a3po3oribHbie OHMU4aiou4Me 

cpeflCTBa, a TaioKe riio6bie opraHMnecKMe pacTBopMTenM. 
Anceccyapbi — flnn BaiueM 6e3onacHOCTM, a TaioKe bo M36e>KaHMe 

noBpe>KfleHMsq M3flenMsi Mcnonb3yMTe TonbKO aKceccyapu, peKoivieHflOBaHHbie 

cpupMOM Olympus. 

Bona m Bnara — Mepbi npeflOCTopowHOCTM flnsi Bnaro3ainMTHbix M3flenMM 

onMcaHbi b pa3flenax o 3am,MTe ot BnarM. 
Pa3MemeHMe — Ha,qe>KHO ycTaHaBnuBaMTG M3fleriMe Ha niTaTMB, CTOMKy mjim 

6peKeT, HTo6bi M36e>KaTb noBpe>KfleHMsi M3flenMsi. 
Mctohhmkm nMTaHna — noflKniOHai/rre flaHHoe M3flejine TonbKO k tgm 

MCT0HHMK3M nMTaHMfl, KOTOpbie yKa3aHbl Ha M3flejlMM. 

Mojihmm — Ecjtm bo BpeMH Mcnorb30BaHMfl ceTeBoro aflanTepa nepeivieHHoro 
TOKa HanMHaeTCsq rpo3a, HeivieflrieHHO BbiHbTe BMnKy aflanTepa M3 po3eTKM. 

riocTopoHHue npeflMeTbi — Bo M36e>KaHMe TpaBM 3anpeu4eHO BCTaBJiaTb b 
M3flenne MeTa/iEMHecKne npeflMe™. 

Tenno — Herib3sq Mcnonb30BaTb mhm xpaHMTb flaHHoe M3flenne psiflOM c TaKMMM 
MCTOHHMKaMM Tenna KaK OTonMTenbHbie 6aTapeM, TennoBbie 3acnoHKM, nenM v\ 
riio6oe o6opyflOBaHMe mhm ycTpoMCTBa, BbiflennrOiflee Tenno, b t.h. 
ycmiMTenn CTepeocMCTeM. 



A 
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06pameHne c cpOTOKawiepoii 



D 

A OCTOPO>KHO 

# Henb3n no/ib30BaTbcn $OTOKaMepOM paflOM c ropioHMMM mjim 
B3pbiBoonacHbiMM rasaMM. 

# He ncnonb3yiiTe BcnbiLUKy n LED npn cbeMKe ntoflew (MnafleHueB, 
ManeHbKMx fleTefi m T.fl.) c 6nn3Koro paccTonHiin. 

• ripn cteMKe co BcnbiniKOM pacnonaraMTe cpoTOKaiviepy He 6nn>Ke 1 mot HenoBenecKnx jihl(. 
Cpa6aTbiBaHHe BcnbiniKM paflOM c rna3aMM nenoBeKa MO>KeT npuBecTH k BpeMeHHOH noTepe 

3peHMfl. 

# He .qaBaPue 4>OTOKawiepy fle^M m MJiafleHuaM. 

« Bcerfla ncnonb3ywTe n xpaHirre cporoKaMepy BHe npeflenoB flocaraeMOCTH flna ManeHbKnx 
fleievi m MnafleHueB bo M36e>KaHLie cneflyjoLnwx CHTyaLinii, b KOTopbix ohm MoryT nonyHHTb 
cepbe3Hbie TpaBMbi: 

• Pe6eHOK MO>KeT 3anyTaTbca b peMeujKe cpoTOKaMepbi, hto npwBefleT k yflyweHMK). 

• Pe6eHOK MoweT cnynaHHO npornoTHTb aKKyMynflTop, KapTbi naMATH nnn flpyrne MenKHe 
fleTann. 

• Pe6eHOK MO>xeT ocnenHTb BcnbiiuKOM ce6a min flpynix p,eiev\. 

• Pe6eHOK MoweT nonyMMTb TpaBMy ot flBi-DKyLnwxca fleTaneii cpoTOKaMepbi. 

# He CMOTpMTe Ha co/iHLje mjim npKne naivinbi, ncnonb3ya 4>oTOKaMepy. 

# Henb3n xpaHMTb cpoTOKaiviepy b nbifibHbix mjim B/ia>KHbix noMemeHMax. 

# He HaKpbiBaMTe pyxort BcnbiLUKy bo Bpewm ee cpaSaTbiBaHna. 

A nPEflynPE>KflEHME 

# HeMeflJieHHO npeKpaTUTe ncnonbsoBaHne 4>OTOKaMepbi npii noflBJieHMM 
Heo6biHHoro sanaxa, wyiwa mjim flbiwia. 

• He TporaMTe aKKyiviynflTop roribiMn pyKaivin - Bbi MO>KeTe o6>xeHbCfl. 

# He ocTaBJiHMTe 4>OTOKaMepy b MecTax, rfle OHa MoweT noflBepmyTbCH 
B03flePicTBMK) OHeHb BbicoKMX TeMnepaTyp. 

• 3to MO>KeT npuBecTH k yxyflweHMK) xapaKTepucTMK ee sneMeHTOB, a, b HeKOTopbix cnynasTX, 
cpoTOKaMepa MO>KeT 3aropeTbcn. He HaKpbiBafiTe (Hanpniviep, ofleanoM) 3apaflHoe 
ycTpoMCTBO nnn ceTeBOM aflamep nepeivieHHoro TOKa bo BpeMfl ncnonb30BaHHfl. 3to MoweT 
npuBecTH k neperpeBy h no>Kapy. 

# Bo M36e>KaHMe HM3KOTeMnepaTypHbix o>KoroB, o6pam,aMTecb c 

4>OTOKaMepOM OCTOpO>KHO. 

• riocKonbKy cpoTOKaMepa coflep>KLiT MeTannnHecKwe fleiann, ee neperpeB MO>KeT npuBecTH k 
HH3KOTeMnepaTypHbiM oworaM. ripuMme bo BHUMaHwe cneflytomee: 

• ripw npoflon>KMTeribHOM ncnonb30BaHMLi cpoTOKaMepa HarpeBaeTcn. flepwa cpoTOKaMepy b 
3T0M COCTOflHHH, mo>kho nonynnTb HH3KOTeMnepaTypHbiii owor. 

• ripw KpaMHe HH3KMX TeMnepaTypax OKpy>KaKiineM cpeflbi Kopnyc cpoTOKaMepbi MoweT 
oxnaflMTbcn flo TeivinepaTypbi Hnwe OKpynoKnnei/i. ripw hm3khx TeMnepaTypax, no 
bo3mo>khocth, flep>KHTe cpoTOKaMepy b nepnaTKax. 

# CneflMTe 3a peMewKOM. 

• CneflMTe 3a peMeniKOM, Ha kotopom bhcmt cpoTOKaMepa. Oh MO>KeT nerra saqennTbCfl 3a 
pa3JiMHHbie BbicTynaKJLque npeflMeTbi n CTaTb npuHMHoPi cepbe3HOM TpaBMbi. 

# DpM hm3kmx TeMnepaTypax He ,qep>KMTecb flonro 3a MeTajiJiMHecKMe 
.qeTann KaMepbi. 

• 3to MO>KeT npuBecTH k noBpewfleHWK) ko>km. B ycnoBunx hh3kmx TeMnepaTyp pa6oTaiiTe c 
KaMepoM b nepnaTKax. 
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Mepbi npeflocTopo>KHOc™ npn iicnojib30Bamiii aKKywiynaiopa 



Bo H36e>KaHHe npoTeHKH, neperpeBa, B03ropaHna hjih B3pbiBa aKKyMynflTopa, nopaweHun 
3neKTpnMGCKHM tokom hjih npuMHHeHHfl o>KoroB npM ero ncnonb30BaHMH, cneflyHTe 

HM>KeyKa3aHHblM Ba>KHblM HHCTpyKUHflM. 



A onACHo 

• B 3tom cpoTOKaMepe ncnonb3yeTcn HOHHO-nnTneBbm aKKyiviynflTop cpupMbi Olympus. 3apfl>Kai/iTe 
aKKyiviynflTop c noMoinbK) yKa3aHHoro 3apnflHoro ycipoMCTBa. Henb3fl ncnonb30BaTb flpyrne 
3apnflHbie ycTpowcTBa. 

• Herib3fl HarpeBaTb aKKyrviynflTopbi nnn 6pocaTb mx b oroHb. 

• l~lpn ncnonb30BaHMM mjih xpaHeHww aKKyMyriflTopoB cneflHTe, HToSbi ohm He Kacanncb 
MGTannMHGCKLix npeflMeTOB Tuna JOBennpHbix yKpaweHHH, 6ynaB0K, 3acTe>xeK h T.n. 

• Herib3fl xpaHHTb aKKyMyjiflTopbi b MecTax, rfle ohh MoryT noflBepraTbCfl B03fle m ct b m ki npflMbix 
coriHeHHbix nynen, bncokhx TeivinepaTyp b aBTOMo6nnflx, pn,qoM c MCTOHHMKaivin Tenna n T.n. 

• Bo H36e>KaHHe npoTeHKH aKKyiviynflTopoB unw noBpe>K,qeHHfl hx BbiBOflOB, CKpynyne3HO cneflyiiTe 
MHCTpyKMnnM no SKcnnyaTaMMM aKKyiviynflTopoB. He nbnaiiTecb pa36npaTb aKKyMynflTopbi hjih 
Aopa6aTbiBaTb nx c noMombK) naMKM h T.n. 

• Ecjih ^MflKOdb H3 aKKyiviynflTopa nonana b rna3a, HeMe/nneHHO npoMoPrre rna3a hmctoh, 
xonoflHoii npoTOHHOM BOfloPi h cpohho o6paTMTecb k Bpany. 

• XpaHtue aKKyiviynflTopbi BHe npeflenoB flocnraeiviocTM ManeHbKnx fleTeii. Ecjih pe6eHOK cnynaHHO 
npomoTun aKKyMyjiflTop, cpohho o6paTHTecb k Bpany. 

A OCTOPO>KHO 

• l~IOCTOflHHO flep>KHTe aKKyMynflTopbi CyXHMM. 

• Bo H36e>KaHHe npoTeHKM, neperpeBa, B03ropaHMfl nni/i B3pbiBa, ncnonb3yHTe ToiibKO aKKyiviynflTop, 
peKOMeHflOBaHHbiH flnn ncnonb30BaHHfl cflaHHbiM M3fleriHeM. 

• BcTaBrmMTe aKKyiviynflTop octopo>kho, KaK onncaHO b HHCTpyKqun no 3KcnnyaTau,MH. 

• Ecjih aKKyiviynflTopbi He 3apa>KaK)TCfl b TeneHne yKa3aHHoro BpeMeHM, npenpaTUTe 3apflflKy, m He 
Hcnonb3yiiTe hx. 

• He Hcnojib3yHTe aKKyiviynflTop, ecnn oh TpecHyn hjih cnoiviaH. 

• Ecjih bo BpeMfl Hcnonb30BaHna aKKyiviynflTop npoTeK, noTepnji HopManbHyto OKpacKy, 
flecpopMnpoBancn v\nv\ npno6pen flpyrne aHopiviajibHbie oco6eHHOCTH, npeKpaTHTe wcnonb30BaTb 
cpoTOKaMepy. 

• Ecjih >KHflKOCTb, BbiTeKLiian H3 aKKyiviynflTopa, nonana Ha ofle>Kfly hjih KO>Ky, HeivieflneHHO CHMMHTe 
3arp?i3HeHHyK) on,e>Kfly h npoMOHTe nopaweHHbiii ynacTOK hmctom, xonoflHOM npoTOHHOM boaoh. 
Ecjih ot >khakocth Ha Kowe ocTanca o>Kor, cpohho o6paTHTecb k Bpany. 

• He noflBepraMTe aKKyiviynflTopbi B03flewcTBMK) yqapoB nnn npo,qon>KHTenbHoi/i Budpaqnn. 

A nPEflynPE>KflEHME 

• riepefl ycTaHOBKOi/i aKKyiviynflTopa BHHMaTenbHO ocMOTpHTe ero Ha HanwHue npoTeneK, 
H3MeHeHHn OKpacKH, flecpopMaqnH unw flpyrnx aHopivianbHbix npn3HaKOB. 

• Bo BpeMfl npon,on>KHTenbHoro wcnonb30BaHHfl aKKyiviynflTop MO>KeT HarpeTbcn. Bo H36e>KaHHe 
o>KoroB He BbiHHMaMTe ero H3 cpoTOKaMepbi cpa3y >Ke. 

• flepefl flJiHTejibHbiM xpaHeHneM cpoTOKaMepbi o6fl3aTejibHO H3BneKHTe H3 Hee aKKyiviynflTop. 
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nojib30BaTenHM b EBpone 

3hsk "CE" yKa3biBaeT, hto stot npoAyKT cooTBeTCTByeT eBponeiicKMM 
Tpe6oBaHMHM no 6e3onacHoc™, oxpaHe 3AopoBba, SKonorwnecKoii 
6e3onacHoc™ v\ 6e3onacHOCTH nonb30BaTerra. OoTOKawiepbi co 3HaKOM "CE" 
npeAHa3HaHeHbi flna npofla>KM b EBpone. 

3tot CMMBon [nepenepKHyTaa MycopHaa ypHa WEEE Ha Konecax, 
npmioweHHe IV] o6o3HaHaeT pa3AenbHbiii c6op sneKTpwHecKnx v\ 

SJieKTpOHHblX OTXOAOB B POCCMH. 

rio>KanyCicTa, He Bbi6pacbiBafrre v\3p,env\» b 6biTOBoii MycoponpoBOA. 
Mcnonb3yMTe CHCTeMbi B03BpaTa h c6opa (ecnw TaKOBbie wiweioTca) pjm 

yTHJlW3aLlMH OTXOAOB BbllljeyKa3aHHblX TMnOB. 

Hcnojib3yPiTe TOJibKO cneuManbHbiPi aKKyMyjinTop h 3apaflHoe yCTpoftCTBO 

Mh HacTOATenbHO peKOMeHflyeM ncnonb30BaTb ToribKO opurnHanbHbiM 
aKKyMynsiTop m 3apnflHoe ycipoMCTBO Olympus cflaHHOM cpOTOKaiviepoM. 
Mcnonb30BaHne HeopurnHanbHoro aKKyMynsrropa 1/1/1/ini/i 3apHD,Horo ycipoi/iCTBa 
mo>kgt npuBecTM k no>Kapy nnn noriyneHMK) TpaBM no npunuHe yienKM, HarpeBa, 
B03ropaHM!i v\nv\ noBpe>KfleHM5q aKKyMynsiTopa. Olympus He HeceT HMKaKOM 
OTBeTCTBGH hoctm 3a HecHacTHbie cnynai/1 v\nv\ noBpe>KfleHMsq, KOTopbie MoryT 
B03HMKHyTb b pe3yj"ibTaTe Mcnonb30BaHnsi aKKyMynsiTopa m/mhm 3apsiflHoro 
ycTpoMCTBa, KOTopwe He siBnsqiOTCsq opurnHanbHbiMM aKceccyapaMM Olympus. 

ToproBbie MapKM 

• IBM siBnsqeTCsq 3aperncTpnpoBaHHOM ToproBOM MapKOM International Business 
Machines Corporation. 

• Microsoft m Windows hbhshotch 3aperncTpnpoBaHHbiMM ToproBbiMM MapKaMM 
Microsoft Corporation. 

• Macintosh mnneicn ToproBOM MapKOM Apple Inc. 

• xD-Picture Card™ siBnsqeTCsq ToproBOM MapKOM. 

• OdanbHbie Ha3BaHMfl KOMnaHMi/i 1/1 npoflyKTOB ABnaiOTCsi ToproBNMM MapKaMM 

m/mHM 3aperMCTpnpOBaHHblMM TOprOBblMM MapKaMM COOTBeTCTByKDLUMX 

BriafleribueB. 

• B HacTOsimeM MHCTpyKi4nn npuHn™ CTaHflap™ cpaiinoBbix cucieM cpOTOKaMep 
"Design Rule for Camera File System/DCF", ycTaHOBneHHbie Japan Electronics 
and Information Technology Industries Association (JEITA). 
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Ycjiobmh rapaHTMM 

1 . Ecjim b H3flennM o6Hapy>KMBaeTcn HencnpaBHOCTb b Tenem-ie flByx neT ot flaTbi noKynKM, npn yonoBMM, 
hto oho ncnonb30Banocb KoppeKTHO (b cootbgtctbhm c nenaTHbiM py ko boactbo m h flpyrwMM 
yKa3aHMflMi/i no 3KcnjiyaTau,MM, npMJiaraeMbiMM k M3,qejiMKo), 6bino KynneHO y aBTopn30BaHHoro 
flMCTpn6bK)Topa Olympus Ha TeppnTopnn fleaTejibHOCTM Olympus Imaging Europa GmbH b 
cootbgtctbhg c TeM, KaK 3to oroBopeHO Ha Be6-y3Jie http://www.olympus.com, oho GyqeT no pglughhk) 
Olympus 6ecnnaTH0 OTpeMOHTupoBaHO mjim 3aMeHeno. fljia nonyneHMfl ycnyr no flaHHoPi rapaHTMM 
Bnafleneij flonweH npe/ibflBMTb M3flenMe m flannbiPi rapamHMHbiM cepTMCpMKaT flMJiepy, y KOToporo 
M3flenMe 6bmo KynneHO, mjim b nio6oPi cepBMCHbiPi qeHTp Olympus Ha TeppMTopMM fleaTejibHOCTM 
Olympus Imaging Europe GmbH (b cooTBeTCTBM e c TeM, KaK sto oroBopeHO Ha Be6-y3Jie http:// 
www.olympus.com) flo OKOHHaHMa flByxjieTHero rapaHTMMHoro cpoKa. B TeneHMe cpoKa flePicTBMfl 
oflHoneTHeM BceMMpHOM rapaHTMM BJiaflejieu, MMeeT npaBO npefltflBMTb M3flenMe b jiko6om cepBMCHbiM 
qemrj Olympus. OGpaTMTe BHHMaHMe, hto cepBMCHbie qeHTpbi Olympus OTKpbiTbi He bo Bcex CTpaHax. 

2. TpaHcnopTupoBKy H3flennfl b cepBMCHbiPi qeHTp mjim k flwnepy Olympus BJiafleneu, ocymecTBrmeT 
caiviocTOflTenbHO, Heca Bee CBH3aHHbie c stmm pacxoflbi m phckm. 

3. B nepeHncneHHbixHH>KecnyHaflXflaHHafl rapaHTna HeflePicTByeT, m BJiafleneu, omiaHMBaeTpeMOHT 
3a cbom cneT, flawe ecriM peMOHT npoBeAeH ao MCTeneHMfl yKa3aHHoro Bbiiue rapaHTMMHoro cpoKa. 

(a) HencnpaBHOCTb M3-3a HenpaBunbHoro Hcnorib30BaHLin (HanpuMep, flei/icTBMfl, He 
ynoMAHyToro b yKa3aHHflx no 3KcnnyaTau,MM m flpyrux pa3flenax pyKOBOflCTBa m t. n.). 

(b) HewcnpaBHOCTb b pe3ynbTaTe peMOHTa, MOflMcpMKau,MM, hmctkm m flpyraxflePicTBMPi, npoM3BefleHHbix 
c M3flenMeM KeM-nM6o, KpoMe Olympus m aBTopM30BaHHbix cepBMCHbix qeHTpoB Olympus. 

(c) HencnpaBHOCTb mjim noBpe>KfleHMe BcneflCTBue TpaHcnopTMpoBKM, nafleHwa, yflapa m t. a- 
nocne npHo6peTeHnn M3flenMfl. 

(d) HencnpaBHOCTb mjih noBpe>KfleHMe BcneflCTBue nowapa, 3eMneTpficeHMfl, HaBOflHeHMH, 
yparaHa m flpyrMX CTMXHiiHbix 6eflCTBMPi, 3arpa3HeHna OKpywaiomePi cpeflbi m nepenaflOB 
Hanpa>KeHHfl b aneKTpoceTH. 

(e) HencnpaBHOCTb b pe3yribTaTe He6pe>KHoro mjim HenpaBuribHoro xpaHeHna (HanpMMep, b 
ycnoBHflx BbicoKoii TeMnepaTypbi mjim Bna>KHOCTM, b6jim3m penenneHTOB HaceKOMbix, TaKHX 
KaK HadpTariMH, onacHbix npenapaTOB m t. n.), HenpaBuribHoro yxofla m t. fl. 

(f) HencnpaBHOCTb b pe3yribTaTe MCTomeHMfi 3apafla sneivieHTOB nMTaHMfl. 

(g) HencnpaBHOCTb M3-3a nonaflaHMfl BOBHyTpb Kopnyca H3flenna necKa, rpa3M n t. n. 

h) OTcyTCTBue flaHHoro rapaHTMMHoro cepTMCpMKaTa npki npefltHBneHMM M3fleriMfl ajia peMOHTa. 

i) BHeceHwe M3MeHeHMH b rapaHTMMHbiPi cepTucpHKaT OTHoarrenbHO rofla, Mecau,a mjim flaTbi 
noKynKM, MMeHH Bnaflenbu,a, Ha3BaHMfl flMnepa wnn cepHHHoro HOMepa. 

(j) OTcyTCTBue flOKyMeHTa, noflTBep>KflaK)LU,ero cpaKT noKynKM, npn npefltflBneHMH flaHHoro 
rapaHTMMHoro cepTMcpMKaTa. 

4. flaHHan rapaHTMfl pacnpocTpaHneTca TonbKO Ha caMO M3flenMe; rapaHTMn He pacnpocTpaHaeTca 
Ha aKceccyapbi, HanpMMep, nexon, peMeujoK, 3ainMTHyfo KpbiiuKy o6"beKTMBa m oneMeHTbi nMTaHMn. 

5. 06n3aTenbCTBa Olympus no flaHHOM rapaHTMM orpaHMHMBaKOTcn MCKJiKJHMTenbHO peMOHTOM m 3aMeH0M 
M3flenna. HcKJiKonaeTCfl KaKan-nn6o OTBeTCTBeHHOCTb 3a npaMbie v\nv\ KOCBeHHbie yGbiTKM m noBpe>KfleHMfl, 
noHeceHHbie BnaflenbueM M3-3a HeMcnpaBHOCTM M3flenMn, b nacTHOCTM, 3a y6biTKM m noBpe>KfleHMe k3kmx- 
jimSo o6"beKTMBOB, cpoTonneHOK m flpyroro o6opyflOBaHMn m aKceccyapoB, Mcnonb3yeMbix c M3flenMeM, a 
TaioKe yGbiTKM m noBpex^eHMfl M3-3a 3aflep>KKM peMOHTHbix pa6oT m yTepn KaKOM-nM6o MHCpopMaL(MM. 
flaHHbiw nyHKT He orpaHMHMBaeT nono>KeHMM fleMCTByroLi^ero 3aK0H0flaTenbCTBa. 

npuMenaHMn no Mcnoiib30BaHMio rapaHTMM 

1 . flaHHan rapaHTMfl fleMCTBMTenbHa TonbKO b cnynae KoppeKTHoro 3anonHeHMfl rapaHTMMHoro 
cepTMcpMKaTa Olympus mjim aBTopM30BaHHbiM flMnepoM, mhm b cnynae nanMHMn flpyrMX flOKyMeHTOB, 
coflep>KaLflMX flocTaTOHHbie flaHHbie. B rapaHTMMHOM cepTMCpMKaTe flon>KHO 6biTb yKa3aH0 Bame mma, 
Ha3B3HMe flMnepa, cepMMHbiM HOMep, rofl, Mecnq m flaTa noKynKM. B npoTMBHOM cnynae k HeMy flon>KeH 
npMnaraTbcn opMrMHan cneTa-cpaKTypbi mhm TOBapnoro neKa (c yKa3aHMeM Ha3BaHMfl flMnepa, flaTbi 
noKynKM m TMna M3fleriMn). Olympus MMeeT npaBO 0TKa3aTb b 6ecnnaTH0M cepBMCHOM o6cny>KMBaHMM, 
ecriM rapaHTMMHbiPi cepTMCpMKaT HeBepHO 3anonHeH, k Heviy He npMiiaraeTcn oamh M3 BbiiueyKa3aHHbix 
flOKyMeHTOB mjim ecriM npeflCTaBneHHaa MHCpopMau,Mn aBJineTCfl HenonHOM mhm HeflocTOBepHOM. 

2. riocKOJibKy rapaHTMMHbiPi cepTMCpMKaT He BbiflaeTca noBTopHO, xpaHMTe ero b Hafle>KHOM MecTe. 
* CBefleHMfl 06 ynonHOMoneHHOM Me>KflyHapoflHOM cepBMCHOM ceTM Olympus CMOTpMTe b cnMCKe 

Ha Be6-caMTe: http://www.olympus.com. 
3anBJieHne o rapaHTMMHbix o6n3aTenbCTBax 

B flaHHOM nenaTHOM npoflyicre m nporpaMMHOM oSecneneHMM, a TaioKe OTHOCMTeribHO mx, Olympus He flenaeT 

HMK3KMX npflMblX MnM KOCBeHHblX 3aflBneHMM MJIM rapaHTMM. OlympUS He HeceT OTBeTCTBeHHOCTM no K3KMM- 

jim6o npeflnojiaraeMbiM rapaHTHAM npM noKynKe, no opMrMHanbHOMy cneTy-cpaKType, TOBapHOMy m KaccoBOMy 
neKy, npMMeHMMOCTM Ann K3KOM-nM6o uenM, a TaioKe npnMbiM, KOCBeHHbiM m cnynaMHbiM noBpe>KfleHMnM (b tom 
HMCJie, ho He orpaHMHMBancb, HenojiyneHMeM floxoflOB npeflnpMATMfiMM, npenaTCTBUfiMM k mx flenTenbHOCTM m 
noTepePi paSonePi MHc})opMaL(MM), BO3HMKaK0LUHM b pe3yjibTaTe Mcnojib30BaHMfl MnM h6bo3mo>khoctm 
Mcnojib30BaHMfl flaHHoro nenaTHoro npoflyiaa m nporpaMMHoro oGecneneHMfl. 3aK0H0flaTenbCTB0 HeKOTopbix 
CTpaH He npeflycMaTpMBaeT OTMeHbi mjim orpaHnneHMfl OTBeTCTBeHHOCTM no KOCBeHHbiM m cnynaPiHbiM 
noBpe>KfleHMnM, noaTOMy BbiLueM3no>KeHHbie orpaHMHeHMn MoryT He npMMeHflTbcn k BaM. 
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